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Briefl 


Seminar set 


Mental Health Servic- 
es in Granite City will 
conduct a three-week 
seminar for parents on 
‘Detecting Childhood 
Problems in Young Chil- 
dren."’ 

Classes conducted by 
Education Specialist 
Emlly Weir will be held 
at 7 p.m. on Wednes- 
days, March 10, 17 and 
24, at Mental Health 
Services, 50” Northgate 
Industrial Drive. 

The first session will 
focus on identifying 
developmental delays in 
children ages 6-8. 

The March 17 class 
will deal with attention 
deficit and the causes, 
symptoms and treat- 
ment of hyperactivity. 
The final ‘session will 
focus om childhood 
depression. 

The fee 
class or $25 for 
three-session package 

Families may cajl 
Mental Health Services 
at 877-4420 for registra- 
tion or more informa- 
tion. 




























is $10 per 
the 





Senior games 


The Granite City 
Senior Social Club will 
host an afternoon of 
games beginning at 2 
p.m. today (Sunday) at 
the Granite City Town- 
ship Building, 2060 Del- 
mar Ave. 















Revival here 


New Testament Mis- 
sionary Baptist Church, 
620 Niedringhaus Ave., 
wild host a revival 
March 7-14, starting at 7 
each nigh Evangelist 
will be Rev. Alva R. 
Shirley.. The public is 
invited, 




































Lady Warriors 
reflect on year 






After going 17-9 and win- 
ning a regional champ 
onship this year, the 
Granite Se Be School 
girls basketball team and 
coach Allen Lobdell will 
have to replace seniors 


Stephanie Kult and Dana 
Dresch, next season. 
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Marguerite Barker 
Louis Fitter 
Beverly Birk 

Naomi Harrison 
Ray Vaughn 
Mabel Potts 

William Presson 

Sister Schneidér 
James Alsop 

» John Kulasza 


25 years ago 
March 4, 1968 
The terms ‘‘hard- 

headed”’ and ‘‘bull- 

head’’ sprang up fre-- 
quently at the Granite 

City Council meetin, 

as aldermen feude 

among themselves 
and with the mayor in 

a three-hour session 

that several com- 

mented could have 

been concluded in 45 

minutes. 

ig 7 


‘Complete network 
and cable listings 


~~ Look for the TV Entertain- - 
ment book ev ‘Thursday 
in the Granite ‘Press-Re- 
|. cord. For home delivery call 























By Mike Myers 
Staff writer 


A number of heavily lead-contaminat- 
ed local areas will be cleaned beginning 
the week of March 21 as part of the 
U.S. Environmental Protection Agen- 
cy's $35 million Taracorp Superfund 


cleanup. 


The Superfund project 


involves 
removal of lead-contaminated surface 


Soil cleanup to begin 


Top-level contamination to be tackled ~ 












material from a 55-block area of Gran- 


ite City, Madison and Eagle Park. 
The 


ties and 
corp lea 
streets. 

and left in place. 


The EPA has allocated $4 million for 
this first removal phase of the cleanup, 
which covers areas where battery cas- 
ings, slag and other lead-contaminated 
materials have been used as paving 
material, fill or other construction uses, 
said Brad Bradley. project manager for 

un 


the Taracorp Supe: 


“These are areas where massive 
amounts of battery material are located 
close to the surface," Bradley said. 























|.By Cheryl K. Friedman 
Correspondent 















































Mitchell Fire Station and th: 
OATH Inc. in Madison have’ 

















By Mike Myers 
Staff writer 


Kerr-McGee “Chemical Corp. 
has agreed to pay more than 
$147,000 to state and federal 
authorities in a settlement of a 
federal lawsuit alleging air pol- 
lution violations at its Madison 
wood treatment facility 

The United States Environ- 

mental Protection Agency had 
filed suit in 1991 charging that 
Kerr-McGee had operated four 
creosote cylinders from 1987 to 
1991 without the proper Illinois 
Environmental Protection Agen- 
cy permit. . 
suit alleged that émissions 
from the cylinders violated air 
pollution emission standards. . 


The Illinois EPA and Hilinois 
Attorney General Roland Burris 
joined the lawsuit in-1992. 


Kerr-McGee manufactures 
wooden railroad ties at the Mad- 


ison facility. The creosdte cylin-— 


» 


lan calls for removal of the top 
six inches of dirt on residential proper- 
lacing it on the existing Tara- 
Legis pile at 15th and State 
The pile would then be sealed 


“At 


What do the Tanyosho pine tree at the 
Japanese Garden in Wijson Park, the geraniums 
at the Granite City Branch Library and Pontoon 
Beach Senior Citizens Center, the pin oak at the 

riwinkles at 
im common? 

They were all planted by a dedicated group 
called the Garden Study Club of Granit® City, led 
by President Mary Mang and Vice President 


Firm agrees to 
$147,000 in-fines 


lead 


be removed. 


positions concerning the 


Clara Winter. 


The Garden Study Club, an affiliate of Garden 
Clubs of Illinois Inc., is more than a 
et together once a mont 
the latest in horticulture. They are beautifiers of 


women who 


Granite City. 


ders, which operate much like a 
pressure cooker, use heat and 
pressure to treat the wood with 
creosote. 

Under the settlement agree- 
ment, Kerr-McGee admits no 
guilt, but agrees to P2% civil 
penalties of $95,875 to the United 
States and $51,625 to Illinois. 

IEPA permits for the four cre- 
osote cylinders were issued in 
October 1991, 

“This is an excellent example 
of how the state and federal gov- 
ernments can work together to 
improve the quality of the air: 
and ensure that our environmen- 
tal laws are obeyed,”’ Burris 
said. 

Jeff Bull, environment, quality 
and ‘technical manager of the 
Kers-McGee Forest Products 
Division in Oklahoma City, said 
the four creosote cylinders were 
installed to replace cylinders 
already operating at the Madi 
om “>See FINES, Page 2A) 


these sites, you can walk out and just 
eo up pieces of contaminated materi- 
a 


Bradley. said. Samples of the areas 
showed lead concentrations as high as 
10,000 parts per million and said the 
areas had a minimum of 1,000 ppm of 


Under the EPA’s Record of Decision 
— the legal- document establishing the 
cleanup — for the Taracorp Su; 
the residential surface materia. 
concentration of 500 ppm or higher is to 


Granite City Alderman Craig Tarpoff 
has served in a number of advisory 
Taracorp 
Superfund and has been critical of the 


‘These are the places that should have been 
cleaned up 10 years ago (when the potential 
lead contamination problem was first 

identified).’ 





EPA's 
leaving 


lans, 


said. 


rfund, 
with a 


— Craig Tarpoff 


especially 
e lead waste pile in place. 

But Tarpoff said this first series of. 
“‘Femovals is a good idea. 

“‘These are the places that should 
have been cleaned up 10 years ago 
(when the potential lead contamination 
problem was first identified),”” 


“I’m glad to see the EPA going 
ahead and cleaning up these places 
instead of waiting to do (the whole 
area) all at one time.”’ 


concerning 


Tarpoff 


None of the contaminated material 



























* (Staff photo by PAM DOEPKE-HURD) 
Officers of the Garden Study Club, standing from left, are: Clara Winter, vice president, and 
Mary..Stonum, secretary; seated is club president Mary Mang 


Beautifying 


Club’s efforts enhance community 


roup of 14 


“We like to do things for. the city, and make it 
look halfway decent,” said Mang during an ~ 
interview Thursday > 

Although Mang has been an active member of 
the club for 26 years, she has 










Pom pon talk — Kindergartners Jenny Schooley, left, and Alexandria Branch talk during. a 
pom pon clinic that the two were attending. See Page 7A for more ‘photos. 


removed in this first phase will be add- 
ed to the local waste pile, Bradley said. 
He said the material 
(See CLEANUP, Page 2A) 


to discuss 


not slowed down a 
(See CLUB, Page 2A) 


that, using a 





{Staff photo by“ PAM DOEPKE-HURD) 


Lead-contaminated material found Friday at a 
Missouri Avenue parking lot that is to be 
cleaned up this month. 


Mayors blast 
Edgar proposal 


By Sob Slate 
Staff writer 


Local officials say Gov. Jim 
Edgar's proposal to commandeer 
income tax surcharge money 
would take revenue from local 
cities that would be hard to 
replace. 

in a budget plan unveiled on 
Wednesday, Edgar proposed 
making the once-extended tem- 
porary. surcharge. permanent and 

aking the proceeds for state 
needs. 

Municipalities and counties are 
getting $211 million, from the tax 
this year. 

Edgar said he wants to use the 
money to boost funding for edu- 
cation and the Department of 
Children and Family Services, 
which is under federal court 
order to operate more effective- 
ly. He has argued that munici- 
palities should never have 
planned on. temporary surcharge 
money for long-term operations. 

But while many. cities have 
used the .money for capital 





By Bob Slate 
Staff writer 


Granite City Street De: 


close to his abode. 





caused by 
“The water 

and expands, 

Clayton “Jug” Harrison said. 


ets into holes or 







Harrison said his 
the street pavement holes- 


From snow to potholes 


ent workers were almost hesitant to 
remove the snow that blanketed city streets the last several 
weeks, for fear of what lurked beneath. ihe 

Sure enough, when the powder 
““Ba-boom ba-boom monster” was there, below 
waiting to grab the tires of unsuspecting motorists who passed tos 


Street Department workers last week began filling in potholes 
rain, snow and a ‘ 


reaking up the pavement,” Street Superintendent, 


“Tt ean do some real damage.”’ ‘ 
ent is trying out a new ‘product to fill 


improvements, Granite City 
Mayor -Von Dee Cruse and Madi- 
son Mayor John Bellcoff said 
their cities use the funds for gen- 
eral operating expenses — 
including providing vital servic- 


es. 

Both Bellcoff and Cruse balked 
at Edgar’s stance that cities are 
spending, their portion of the 
funds unwisely. . 

“We're not using this money 
foolishly. We're using it for 
police and"fire protection +m 

the street department, where 
they pick the garbage up from 
our: alleys..to keep the city 
clean,” said Bellcoff, whose city 
has already laid off or cut: back 
the hours. of eight municipal 
employees. 

“I guess (Edgar) thinks there 
is just as much fat in city gov- 
ernment as there is in state gov- 
ernment. But if you live in a 
glass house, I believe, it isn’t 


wise to throw stones,’’ Cruse 
said. i 4 . 4 
Unless the legislature over- 


(See MAYORS, Page 12A) 









had been cle&red, ‘the dreaded 


puddles and just 


cracks in the road, then fréezes 




















AN? 





break rn 
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ePotholes — 


(Continued from Page 1A} 


“It's sure going to get a good 
test,’ he said. 


“IT went to Mount Vernon last 





























NEWS 


Motorist shot at; 2nd 


driver faces charges 


Police log > 
Granite City >» 
















i, Quick action -by Granite City and his car. Domestic battery arrest 
year to see how it works. It’s ice officers captured a motor- who tted ” = 
ttheeed esi, bomen the Eichs aiceedy' aoe e gins nademrustmetmuea Mt te bale Ope mt ali 
water, and isn’t activated until another driver Friday morning (the pickup) off” in ic, Said ted at 8:55 March 1 
you roll over it near Granite City Steel. he last saw the truck turn north far dnevectic Renee ; Vie 

“With the old stuff, it was “Mark W. “Heavy” Malloy, 25, -on Lee Avenue. He then drove to “7% aasan nga Aa their 
lucky to last-a day when it’s who would not give police an the police station to report the , He allegedly partly choked his te di 
raining,"* he said. address, was arrested at 9:05 incident, the report states. wife _at her home in the’1390 inn 

The repairs were badly needed a.m. Friday and charged with An officer fil a hock of Meridian ‘Avene. vice 
ane the heavy snows of Feb. 15 serevens Senate of a fire- pickup truck, matching the + Ce! 
a 3. arm, a class 1 felony. desc! ‘ 

Lori Smith, 29, of the 1700 Malloy allegedly fired one shot Syavr tie, oc shockers sorbet Family dispute alleged | * bps 
block of Primrose Avenue, was in the direction of a car occupied the 2400 block of East 23rd Juergen B. :Kulesza, 44, of the turin 
ane of many victims to fall prey by Lawrence Collins of O'Fallon  Street~ 2600 block of Edwards ‘Street, ei 
to the pothole *‘monster’” last Friday morning after Collins The resident of the house there was arrested at 2:15 p.m. March will | 
week. On- Wednesday, she was accidentally drove his car in the told police that Malloy had come for batte; Toast 
eastbound in the 2000 block of path of Malloy’s vehicle. to the home, trimm«s his beard, 4 for 1h ry. k a 
Pontoon Road when “he” Malloy was taken:to. the Madi- cleaned up and then asked for a He allegedly struck his brother 
grabbed all the air from the son County jail, where he was ride to McDonald's restaurant several times in the. face and ow 
right front tire gn her Chevrolet being held on bond set at $50,000. __ Officers reported finding Mal- bead with bis fist during an inci Char 
Noya. Colins told police that he was ‘loy at McDonald's, 2ist Street dent at their father’s home in Px 

“The hole went halfway across stopped at a pedestrian crossing and Madison Avenue, and arrest- the 3000 block of Edgewood Ave- Ch 
the lane. It was filled with light in the westbound lane of ed him without incident. hue. Chat 
water, so I didn’t really know 20th Street at Nash Street when Malley told police that Collins Hi : 
how deep it was,"’ she said a man in a tan and brown Chev- had “cut me off in traffic” and a 

“If I would have swerved to rolet pickup truck pointed a gun that he then pulled out a gun , Husband is arrested wa: 
the left, there was oncoming at him and fired a shot, accord- and fired a shot, according to ' 3 a i eee es pehse 
traffic. If I swerved to the right, ing to a police report. the police report. Since ce Eonetal ORY 14, F 
it was so big it would have got The shot missed both Collins oe Roosevelt Avenve, 
my other tire we arrested beets p.m. March pels 

“Luckily, I had road-hazard | b | 3 for-domestic battery. _ 3 

insurance) on my car, so it oO tt He allegedly pulled his wife's O-SE 
didn't cost me aything I Kueper ses cancer a e hair and prevented her from Qua 
noticed that they’ve filled (the Charles Kueper, who went head to head with the tobacco indus: using the telephone, according to ing 
pothole) two times since then,”’ in a nationally publicized trial in St. Clair County, lost his battle wi a police report. He was lodged eeu: 
she said cancer early Friday. = pending $107 bail. 2 , 

Harrison said he has attempt- The 51-year-old Cahokia man who blamed his terminal lung cancer ‘ act 
ed for the last two years to on more than 30 years of cigarette smoking, was pronounced dead at The 
obtain a ‘‘crack filler’’ to pre- 3:40 a.m. in his Cahokia home. He was under hospice care, the Wife allegedly slapped 25, 1 
vent the dreaded potholes from coroner's office said. s Fan 
forming in the first place. But Attorney Bruce Cook, who represented Kueper during the 10-week Jerry Norman Keith Sederes, TN 
the money has not been avail- (Staff photo by PAM DOEPKE-HURD) trial, was scheduled to go back into court March 16 in a second 33, of the 2200 block of Lee Ave- Mov 
able for the purchase, he said: Granite City Street Department ex! Crack. Ui fills phase of the case against Reese Drug Store. He could not be reached ue, was arrested for domestic Nets 

“Maybe next year we'll be ‘ Y 2 SS) ERIS OTST luck Lewis fills to comment on the status of the case. battery at 2:32 p.m. March 3. Cha 
able to get it.” potholes on Benton Street. Kueper’s trial against R.J. Reynolds Inc. and the Tobacco Institute _ He allegedly slapped his wife mer 

ended a month ago after jurors said Cook failed to prove that Kue- in the face, according to a police Cab 
per’s decision to smoke and choice to continue to smoke were influ- report. He was lodged pending 33, 
enced by advertising by tobacco manufacturers. $107 bail. ESF 
| The 
98, 
«Cleanup oan 
a Bradley said other areas that said, the EPA is doing some 
con Ron Ege EA) may be cleaned up-include a more testing, including nother. 
leaching test, is shown oot to be farm Held on OFd Coain of Rocks round of soil samples. aot 
azardous wi e. taken to a Road an mi oad, a farm ‘ Py — 
landfill with a special waste per- field on Schaefer Road at Inter- ere said the EPA is alse 
mit. state 270 and a Venice alley on aes he monitor new tech: 
Material that tests hazardous Lincoln Avenue. ~ pray: Speen f be used to rece 
will be taken to a hazardous- The week the cleanup. and ile. He juaterial in the waste 
waste landfill where it can be removal! ins, the EPA plans ile. He said several compara 
treated and then disposed of. to hold a number of information- {140° spproached the EPA for 
Under the Record of Decision, al sessions in Granite City, Ven- abot atude tobe net at least ong 
Bradley said, there are provi- ice and Madison concerning the “We hive en ing done: od 
sions allowing the hazardous Taracorp Superfund. Hemoval a see eg proposed 
material to be taken ‘to a site The final schedule of those ses- Sepia: tend ti Petes 
other than the existing lead pile. sions had not been set Friday. alii begining to end,” Bradley, 
Bradley said the EPA is now Because the EPA’s Record of Wttre not juss noes Sure. 
in the process of preparing docu- decision has been challenged in ¢y,, fon evi the probs 
(Stat photo by ments that will allow it to take federal court by a num of else somewners 
1 €laree thol Bent rect wil Park the other material to a site other groups, including the city of 7 : 
A car travels past a group of large po es on nton near son Far than the existing pile. ranite City and many the “We would obviously : 
The areas tobe companies by the EPA ‘have a com: ‘come | 
eFines ae) Sik. cleaned up this month include a as ‘otentially ‘ible Par- ' ae Tt = € pile Lent 
or requirements. al-court brings it to an end for parking lot on Missouri Avenue ties for the con BC Re even Mi save. we 





(Continued from Page 1A) 


“For example, for three or 
four years, the company offered 


both sides. 


“I think everyone is glad to 


just north of the A.O. Smith 
Corp. lant, a driveway in the 


ley said it was impossible to pre- 
dict when the remebeder: of the 
ce. 













make X dollars from the mates 
al so we'll only need X dolla: 
from you,’ and it's 


a rs 4 Jeanup may take less t 

son facility to put in a control device, but get it over with,” he said 2200 block of Cleveland Boule- cles ay t nace. ‘ ; s 

“He said. the company and the the TEPA couldn't agree among The settlement includes a cov- yard, 2 house ates a the ieappasibne. ton puegadon,. its to ate are) Plain Efe spe 
IEPA had a difference of opinion themselves if it was needed," enant by the United States and 3100 block of igate Bleck ct.) ‘coud, couse: oot and “order us. to “But the process has to. solve 
concerning whether the’ permit Bull said. Illinois *‘not- to assert any civil, SIVOW SY I ae: Venice stow thi down or speed thin; the (lead contamination) prob= 
process was the same for new administrative or judiciai Delmar Avenue, the Venice ” B id. dm. NOt “seve iter i 
and replacement equipment. “Finally I — the company — claims"’ against Kerr-McGee for alleys on Slough Road and Klein, UDP,’ Bradley said. ’ or make i 


“As a result, we had a lot of 
back-and-forth with the IEPA for 
several years,”’ he said. = 

Bull said the cylinders were 
allowed to operate while the 
company and IEPA discussed 
the-permits and other regula- 
tions. He said the IEPA was 
never clear about its standards 


eClub 
(Continued from Page 1A) 


bit 

“We're enthusiastic, we're real 
‘eager-beavers,"" Mang said. The 
club, she added, just celebrated 
its 45th birthday last week. 


Mang said her interest in the 
club was sparked by a neighbor 
who was a member. Her interest 
in gardening, though, dates 
much farther back than that 


“I've always been interested 
in gardening,’ she said. ‘‘My 
dad always had a garden 





said ‘Forget about whether it’s 
really necessary, we will pay to 
put it in ourselves.” And even 
then we couldn’t even get a 
determination from the IEPA 
because it didn’t want us to do 
something we didn’t have to."" 
Bull said both sides were con- 
tinually frustrated by the pro- 
cess and the settlement in feder- 


“It’s a therapy for me. If I get 
disgusted in the house, I can go 
outside and work on my flow- 
ers.”’ she said. 


Winter agreed that ‘‘garden 
therapy is the best form of ther- 
apy.”? 

Fin addition to voluntarily beau- 
tifying the city, members of the 
Garden Study Club have devoted 
time to other worthy causes, like 
helping out at local nursing 
homes. 


, They also have purchased and 
installed two highway markers 
dedicated to the women and men 


any violations of federal or state 
clean-air standards concerning 
the construction or operation of 
the four creosote cylinders at 
Madison that were alleged in the 
lawsuit. 

Under the agreement, Kerr- 
McGee is obliged to comply with 
all federal, state and local stat- 
utes and regulations 





At monthly club meetings, 
members discuss new topics 
based on a yearly theme. This 
year’s theme is entitled, “Good 
Neighbor Gardening.”* 

They conduct a business meet- 
ing and then exchange ideas 
about gardening. They also dis- 
play a plant or flower exhibit at 
each meeting, designed to edu- 
cate members. They usually 
meet at a member’s home, or at 
Shoney's Restaurant. . _ 

Mang and Winter said anyone 
with a true interest.in gardening 
may join the club. Interested 
individuals may call Mang at 
876-6404 
































Abbott and Weber streets, and 
seven lots in Eagle Park on 
Carver, Harrison, ll, Roosevelt 
and Terry streets. 


In the meantime, Bradley 


worse."” 





a minute longer!!! 
Who wrote the lyrics to the musical, EVITA? 
Who was the TERMINATOR sent to kill?- 
What is the first name of former Vice-President Quayle? _ 
If you can answer these questions you should come to 


TRIVIA NIGHT 


An evening of fun and friendly competition to benefit the * 


TRI-CITY AREA YMCA 
Date: SATURDAY, MARCH 27. Time: 7:00 TO 9:30 P.M. 
Place: KILROY’S BAR & GRILL (Upstairs) 1329 N 
Admission: $5 PER PERSON - $30 PER TABLE OF SIX -CASH BAR 


‘Teams of six will compete to answer 100 questions in subj 








tt Be 


rr ; : . i from television to sports to art to science and much more. Priz: 

At home, we grew vegeta- of the armed forces. They said prospective mem- sete 
bles, things for the table like | The club obtains its funds for bers must be prepared to be feasha pemeavextaies toe remade ee eae ntemaanen.: Seating le 
tomatoes, lettuce and parsley.”” such major purchases by having active. Bellemore Villages Granite City To reserve a table call: 

After her husband passed an annual plant sale, held on the “Last year, we planted three 






away two years 
her gardening m: 





first Saturday in May at Win- 
ter’s home. 





Granite City Journal 


‘Locat Office: 

1815 Delmar 

Granite City, IL 62040 
(618) 876-: 
1-800-766-FAST 


Corporate Office. “ 
1714 Deer Tracks Trail 

St. Louis, Missouri 63131 
(314) 821-1110 


trees, nine shrubs, and 307 bulbs, 
between the members, in our 
own yards,’’ Mang said. 
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WARNING: 


DEADLY IN THIS AREA. 


452-3188 _ 


Ask ix detain. Sete orcs june +1993. Lance tne 
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RADON TEST- (<tr 











AL ORTBALS, 452-6215 or 451-8829 by Monday, March 22 
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COME JOIN US 
FOR A FUN EVENING 


FUND RAISER 
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RADON TEST KIT 


800 IN STOCK 


3 CARBON MONOXIDE TEST KIT cacn 
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* MEETS EPA RADON MEARUREMENT- 


451-7433 


.... $998 
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MARCH 15TH ¢ 6:30 P.M. 
* Food and Refreshments * 
Entertainment hy THE COUNTRY MUSIC MACHINE 


- ... £20.00 Per Person Donation Ai 


ST. GREGORY HALL 


#10 COLONIAL DRIVE ¢ GRANITE CITY e 
Pald for by Milton for Mayor Campaign 
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Cencom_ ; . 
Nice tion insane to be housed at Alton 
alignment Sa pruta are thin tegiwed” plana eeeneeaditorensic™? report i so critcend he en 


over plans to increase the num- patients. from centers in Peoria at Linden earlier in the year. 
ber rr mentally ill patients and Rockford to Alton. “They've made some co: 
charged with crimes being sent He said his office would be and changes and we've had no 
to the Alton Mental Health and affected if ‘‘anyone diesor_is i -Haine said. 































__ Viewers will need to tune in to 
their, TV book in coming weeks 
to. decipher numerous channel 





changes in Cencom Cable ser-- Developmental Center. injured while there or walks ed Gov. Jim 
vice areas. State Rep. Jim McPike of away.” the building 
Cencom is changing 29 of 37 Alton, House majority leader, Alton Police Chief Dennis in his budget jan unveiled 


channels as part of a three- 
tiered service package restruc- 
turing that begins March 15. 


said a plan to build a $13 mil- Downey said Linden Cottage has Wednesday and for also inciid- 
lion, 100-bed home for such pave Sie a police problem. ‘““‘We ing a small staffing and operat- 
patients at the Alton facility will_ really haven't had any problems ing budget increase for Alton. 





encom's channel realignment ensure the center’s future. at all from that unit. It’s the “It will end concerns about’ the 
will take place Wednesday. 7 But Madison County State’s fegular patients who sometimes hospital's future and should 

The new Cencom channel line Attorney Bill Haine said he was walk away.” mean it will be there forever;” 
up will be: Channel 2, KTVI; worried about the nature of the Ron Davidson, a psychologist. McPike said. 

annel 3, Prevue Guide; Chan- patients and how the moves with the watchdog Mental Health He said the administration fol- 
nel 4, KMOV; Channel KSDK; would be handled. Association of Illinois, said he lowed through on a pledge made 


Channel 6, local access; Channel 
47, KNLC, the Larry Rice station; 
Channel’ 8, KDNL (Fox 30): 
Channel 9,. KETC; Channel 10, 


“It does raise some mcerns. © backed consolidating downstate to him last spring by state nén- 
I can't tell them how handle units for forensic patients at tal health director Jess McDon- « 
their duties, but I would like to Alton and Chester and for Chica- ald. McPike had been Sepsis 8 
know how they're -goi torunit go at Elgin. plan to move developmentally + 


Home Shopping. Network; Chan- and. who's going to brought But he said he was concerned disabled residents out of Altdén 
nel 11 Channel 12, in,”” Haine said. about the timing of the trans- and eliminate about a third of 
WGN; Channel 13, TBS; Channel “I want to know ... what fers. The patients sent to Alton _ the staff. 


14, HBO; Channel 15, Showtime; 


arrangements are going to be would continue to be housed at However, McDonald pecee to 
Channel 16, The Disney. Chan- 


made ‘for treatment: and securi- Linden until the 100-bed forensic gradually replace the 108 retard- 


nel; Channel 17, The Movie ty.”” building was completed. The ed residents’ beds with thosé for | 
Channel; Channel 18, Haine said he wants ‘to meet new building would not be occu- the mentally ill and eventually 
C-SPAN/EWTN; Channel 19, with Illinois Department of Men- pied until 1996. return the staff to previous lev- 
Quality Value. Channel (shop- tal Health and Developmental A Madison County grand jury - els or higher. si 


ping); Channel 20, Private 
Choice; Channel 21, Request; 
Channel 22, Request 2; 

Channel 23, VH-1; Channel 24, 
The Discovery Channel; Channel 
25, Nickelodeon; Channel 26, The 
Family Channel; Channel 27, 
TNT; Channel 28, American 
Movie Classics; Channel 29, USA 



















Mileage claims violate new rule 


Members of a Madison County halt abuses such as those admit- saying the committee meeting 
Board committee may collect ted by board member Don Gar- was held after a county-spon 
travel reimbursements to-an_ rett of, Madison, who collected sored land auction. a ‘ 

































. ifetime; unannounced meeting last month almost $100 in a single month for The committee approved gale 
Piecworn BS Nien aa Leena even though such payments are non-existent committee meet- of a $25,000 plot at the unan- 
ment Network; Channel 32 prohibited by County Board ings. nounced meeting, Henke said 
Cable News Network; Channei rules. 4 ; The Right-of-Way Committee © That sale could be void because 
33, Headline News; Channel 34, (Stall photo ; The board's, Finance Commit: met Feb. 2, according to mileage it was voted $a at an egal 
é i "I . ee vol 3-2 ursday to allow claims submitted to the Audi- meeting. e law says actions 
2 RSE, (sports): Ch ne Se Smart bird — Dave Whittington, a machinist at Granite City members of the Right-of-Way _ tor’s Office. taken at meetings without prop- 
The -Weather Channel: Channei Steel, holds a pigeon’s nest that he found in a crane girder. The Committee to collect mileage for In addition to violating County er notice may be- considered 
98. MTV: and Channel 99, nest was made entirely of metal filings from the machine shop. It attending a Feb. 2 meeting that Board rules, Right-of-Way Com- null. 
CNBC/Sportschannel America weighs about a pound was never listed on the commit- mittee Chairman Homer Henke However, Auditor Fred Bathon 
maa) the Alton Telegraph Zi tee schedule issued by the Coun- may have violated state law by said he could not pay the mite- 
sca anda neciiaenas aca ty Clerk's Office. not posting the meeting. The Illi- age claims submitted by Right- 





Four months ago, the County nois Open Meetings Act requires of-Way Committee members 
Board voted to allow mileage 24-hour notice for any meetings unless the County Board votes to 
payments only for meetings of public bodies. make an exception to the rules 
i 


isted on the weekly schedule. Henke angrily dismissed the enacted in November. 
e)| | Io aye} Or (@) S Qes The new rules were enacted to Finance Committee’s concerns, — From the Alton Telegraph | 
2 . 
SALE wade inu-s.a. ‘Ss 
EVERYTHIN G WEATH' oh 
IN THE T RE! = t & = 7 P155/80R13........ 29.95 P175/70R13... r 
: P185/80R13......... P175/70R14 .. - 
e Available at Bora 4 ch ae Pi85/70R14 . hae 
eam URE P195/75R14 2 - 38.77 - 
(Christian. Musics REGks Wells Tire  poenis. 1. P215/70R14 - 


‘i 2 A P235/75R15 - . ~agise P2isr70Rnis 22) 2 
¢T-Shirts *Bibles Supplies. 45,000 Mile 
LEE. GT RWL 


















45,000 Mile 45,000 Mile 
ULTRA HR PATHFINDER OWL }{ 






















P205/70R14.. 51.55 P195/60HR15 P235/75R15 
P215/60R14 |. - - 55-22 2: P205/60HR15._ LT235/75R15 
P215/65R15 «-- P225/60HR 15. -- 31-1050R15 

R15... 60.47 /60HR16 
P255/70R15..- 66.28 P245/50HR16- Other Sizes!Special 
P255/60R15..- 68.59 P205/55HRI16 Orders Available 










Jacobs Well oan vests 


Grossroads Plaza 
Hours: Monday - Saturday 9:30 a.m. to.7:00 p.m. 


East I-270 - Exit 4 - South Rt. 203 (Nameoki FP : i ; >: 
Named az Pontoon Rd. . Grants City ) J URCELL ee acy ant 877-1517. 
G18) 876-1505 WELLS TRECITY TIRE COMPANY ty, : 


POSSIBLE HOME EQUITY LOAN USES Goopgvean 
























TRUCKLOAD 
TIRE SALE 

































© Education/Tuition e Wedding 
e Medical Emergencies ¢ Swimming Pool inna 
°BIG SAVINGS °BIG SAVINGS °-BIG SAVINGS | 
¢ Automobiles ¢ Recreational Vehicle EAGLE ST AQUATRED - * .: TIEMPO i 
P205/70R14. P175/70R13 64.13 P155/80R13., .. 229-955, 
e Home Improvements ¢ Travel P215/70R14 P185/70R1 67.50 (12 42126", 
| pent cee ae 
© Boat ~ ¢ Appliances P235/60R15..- - PIB5/70R14 22s Pee 
B P245/60R15.... P215/70R14........- aa 
iti j i P235/70R15.. -- sf P205/75R15 s ee + oS 
e Investment Opportunities ¢ Debt Consolidation PasStVORI3y.  SEROSZ SEIS ce HEH IESE RE ea 













Excuiicaliy Say Moines ears Voll CHANGE, CHASSIS LUBE, OW FLIER | | MARE MEET 
Bie $4595 Ml sages $5495 
Drain oil, refill with up to five quarts ma- | Hi wee stor s 54 : thats 
jor brand motor oil, tubricate chassis and Sead Y 4 ail fluids 
1 ipstair new oil filter. Most vehicles. | 


EXPIRES 3/20/93 






JIS, ei 1 | COUPON J 
FRONT DISC BRAKE SERVICE TRANSMISSION SERVICE 


oi eo as $ 95 most 
f oo. a | i= AQIS . we. $4495. 1 
a 5 x“ = PE i i qeplace fluid, pan gasket, and filter on vehicles so 
ud i Mie ped. Most cars and light trucks, AGditional 
ah Hor special gaskets and filters if needed: ; 


Limited Warranty tor 90 days or 4,000 miles, whichever comes tirst. 
Offer expires 3/20/93. No other discounts apply. 







> 797-5111 





fe -MogING LENOER %4 MI. South of F270 at 
: OWNED AND MANAGED BY YOUR FRIENDS AND NEIGHBORS “S111 Highway 111 

5 :D AT TAX TIME YOU MAY DEDUCT THE INTEREST Bontoon Beech, Winols 

MEMBER EDIC © : CHECK WITH YOUR TAX PREPARER : (Next To McDonaid's) 
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Letters 


SS 
NOPE...GO 


BACK,GET - 


RIP OF THE TORCH 
AND TRS IT AGAIN, 





to their excelient work 

For years, I have heard com- 
ments ‘such as, ‘The roads were 
fine till I got to Granite Cit 
and ‘‘Granite believes what God 
puts down, God takes up.”” 


Job done well 


by street crew 
TO THE EDITOR 








T think it'a time for the people This time. someone actually 
ab Geutite Giro way inane a a commented, ‘The roads were 
to Superintendent of Streets Jug horrible ~ ull I got to Granite 
Harrison and all the men that hig: Harrison) Ana ‘the Street 
work on the Street Department ome zs 

Fae ae se sean q Department ‘are going a great 
heavy sow storm ona Monday 205. and. deserve our \apprecia- 


tion 





ening. the Street Department 


paee 
was out in force and cleaned our se onielicahep heed 


Granite City 


streets all night and up into the 
day on Tuesday “4 

With a depaftment and super- NO-nonsense 
intendent hke this, our roads are 


passable and in good shape 
We. the people, commend the 
Street Department for a job well 


ward candidate 


TO THE EDITOR 

I would like to inform resi- 
dents of the 5th Ward in particu- 
lar and residents of Granite City 
in general as to the caliber of 
individual they have running for 
the position of alderman 

Foster Frederick is what one 
would refer to as a ‘‘standup 
kind of guy’’ and he epitomizes 
the plain old everyday working 
man. We have worked as sheet- 
metal workers (tinners) at Gran 
ite City Steel for the last 20 
years 





GARY INGRHAM SR 


Granite City 
Snow removal 
was excellent 


TO THE EDITOR: 
To Jug Harrison and the crew 
Bravo! 
The year’s biggest snow storm 
Feb. 


25 was a non-event, thanks 


INGROWN NAILS? 


you are plagued by esence of ingrown nails, you, 
know they can beg 
The problem als 
with related complications. 

Relief may be obtained by a brief in-office procedure In 
most cases work is resumed without interruption. 
Feel free to call the cialists of The Foot 
Centers for details. 


The Foot Health Centers 


Statted Sand surgeons specializing in the medical and 
surgical nd deformities of the foot 


DAVID KINSCHERFF, D.P.M LOUIS AQUINO, D.P.M. 


















infection 





nts an impending 





Health 
















ILLE tL 
344-4449 









692-9700 





follow these 
directions... 





Donald I. Serot, M.D-, Lid. 















ter 
i da Knee Cen 
The Hip and > Ce 
Memorial 3 Medical ‘Buite 220 
4550 Memorial Drive, 
Belleville, Dlinois © 
(618) 235-000 7. 











Services include: 
@ Treatment of pain in the hips and knees 
@ Total hip replacement : - 

@ Total knee replacement 
@® Arthroscopy of the: Knee 


Medicare assignment Béceptad 
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Anyone familiar with the mill 
can attest to just how cold an 
environment we actually have 
there at times and it takes little 
imagination to realize how hot 
and dangerous it is around mol 
ten metal 

We have been together is some 
very high places as well as in 
some very low places, indeed 
As union brothers and officers in 


the United Steelworkers of 
America, we have fought some 
of the same battles, from the 


union floor out to the Shop floor 


In all cases, no matter what 
the job or conditions, he has 
always been there to carry his 


share and more of any burden 

It has been my experience 
with Foster that, when he dedi- 
cates his time and energy to a 
commitment, three things can be 
counted on: 

1) He remains utterly commit- 
ted 

2) No one will have any doubts 
as to where Foster stands on 
any given issue 


CHIROPRACTIC 
& SPORTS 
MEDICINE 


SPRERAEAS 


3) When all is said and done, 
that stance will be reflective of 
those he represents. 


Believe me, there would be a 
lot less nonsense if we were to 
have more people like Foster in 
politics 


MICHAEL R. ROGERS 
Granite City 


Traffic hazard 


TO THE EDITOR: 

I live on the corner of Joy 
and Rodger avenues. 

Over this past summer, I saw 
a bey get hit by a car because 
he was riding his bike around a 
curve and the driver couldn't see 
him because of the tall bushes 

I think they should be cut 
down. 

NICHOLE DONE 
Granite City 


CHARLES KING, JR., D.C., C.C.S.P. 


(618) 452.1986 


Auto, Work and Sports Injuries 


HANDCRAFTED WITH PRIDE IN THE U.S.A. 


Finish Furniture for Less 
NOBODYI!! ; 


10 . 35% OFF 


pa icrelive) Colts my ee is 


Take 10% off any item in store not sale tagged 


THE ONLY READY-TO- 
FINISH FURNITURE STORE 
iN THE METRO AREA WITH 

NO IMPORTS 


WE’RE REINVESTING OUR 
PROFITS IN THE U.S.A. 


Bring In a color sample (drawer, ta 
ir custom stain department match 





Canopy 
Pencil Beds 


King, Queen 
ull Size 
Available in 


four deco: x} 7 


rywhy 
wood products) covered up. You 


e color Is added. 


Sorry...No Disposable Furniture Sold He 


Solid 
Oak 
Coffee 
Table 
Starting 


BUFFET & 
WELSH 
CUPBOARD! 


reg. $319 


sate $279 


o%7e 


See details in sto 


ExpMctnd # a Tax refund? Use our Convenient Layaway 
Plan to hold sy one furniture up to $0 days. no charge! 


BAREWOOD =: 


FURNITURE GALLERY wets 10} 


E74.B VAMDALIA-ORCHARO SHOPPING CENTER 
Anis So. of 85/75 on Hwy 198 
Come In and Knoct on Barrwcod._(¥ 


Sunday 
Noon-S 


SOLID MAPLE 


FINANCING OPTIONS TIL MARCH, 1994 


Over 51100 


Over $600 
‘With Approved Creat Over $300 


rh. 10mm 8:20pm Tues- Thur 


re 

gare S449 | 

or 48" with 10" Pedestal 
& 4Chairs reg. S680 


5469 


No Downpayment 
-- 12mo- 


SNOILDIHIO OIdAL B Sal Tdd NS ONINSINIZ 


10S 


ANId GITOS NVOGITOS HSY 
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Assembly avoids 
ethics legislation 


or rule which requires a legisla- 
tor to abstain from voting when 
he/she has an economic interest 
in a matter. 

Our group proposed that a 
committee construct guidelines 
to define a conflict of interest 
and that legislators abstain when 
such conflicts occur. _ 

The legislators began their 
familiar litan Conflicts are 
too hard to define... We don't 
want to trap a poor, well- 
meaning legislator mistakenly... 

“This rule could lead to politi- 
cal abuse and partisan attacks 
on the characters of honest legis- 
lators..."" and so on. 

Not one single legislator on an 
1l-member committee reflected 
on the “‘political abuse’’ of Ili- 
nois citizens when politicians 
profit from conflicts of interest, 
corruption and vote-selling 

The committee adjourned, con- 
veniently, with no vote on the 
‘natter at all. 

We receive the same hem-haw 
when other ethics bills finally 
et a hearing before the Ilinois 

jislature — a rare octasion, I 
can assure you 

Lobbyist disclosure might 
“trap an honest lobbyist who 
simply forgot to report a -gift,’* 
limits on campaign contributions 
are ‘‘too hard to write, as con- 
tributors will find other loop- 
holes."" 

These are lawmakers who con- 
coct arcane tax codes, multi-lev- 
eled school aid formulas and 
complex economic development 
projects. 

Yet,. defining when a legislator 
makes undue profit fram abus- 
ing his or her office is more 
complex than astro-physics, 
according to them 

Voters ought to call these law- 
makers to task and demand that 
they try a little harder. 

There are marvelous model 
ethics codes available. Most oth- 
er states have several ethics 
laws Illinois could borrow from. 

Any body of government so 








The cost is $7. 


CHOLESTEROL SCREENING 


A cholesterol screening will be ati from 
9 a.m. to 3 p.m., Tuesda 
National Supermarket, 31 


A simple fingerstick blood test is done. Fasting is 
required. Test results are available in three minutes 


Other test available include HDL (good) Cholesterol, 
Triglycerides (12 hr fast required) and Glucose. 



















clever in scuttling ethics bills 
so long is clever enough to 
down and write them. 
TRACY LITSEY, ag 
Executive dines 
Illinois Common Caus 


Leadership can 
bring progress 


TO THE EDITOR: 
I, Jerome ‘‘Jake’’ Harri: 
independent candidate for mayo 
of Brooklyn in this consolidat 
election April 20, am asking foi 
people's support and vote. 
is community has lacked 
ade ressive ve len cersdip for fa 
jong. time has come fo: 
senaaone iho can’t be compro. 
mised by special interests o 
mufiicipal 
I plan to provide: J 
Leaderthip. To plan, reoy 
nize and implement strategi 
both encouraging creative devel: 
opments and municipal enhance-| 
ments 








































= Integrity. To keep the office tr 
of mayor uncompromised, by thre 
Financial public aécess to all sks 
Financia information “aay 
tees 
° Peyeiotae ‘of: ‘the workings ace 
of government and management tue ; 
as they relate to successes on _Tt 
municipal concerns. seat 
* Concern. The number one p-sI 
factor in my candidacy is the dist 


chance to prove to all, despite 
any rumors, that my utmost con. 
cern in any and all positions of 
trust I've held has been uncom- 
promised. My desires and 
involvements have been for the 


betterment of the community of 1 
Brooklyn. di 

Volunteers and assistance thi 

information can be obtained by A 

contacting: Brooklyn Indepen- ° T 
dent Coalition, 271-9831. th 

JEROME HARRIS in 

Brooklyn eK 

Ge 

Me = R 

fmt 

tive 

REPAIRED & REPLACEMENT THO 

2256 Madison Ave., Granite City Re; 

lo woh 


SS 451-6251 aC) 


roh 9 , at 
madison Ave. 





ig 


7 

























TROY-BILT° SHP 





NOW °449 ‘sa 


Reg i529 

+ Eliminates raking. bagging 

* Maneuverable. self-propelled. 
front-wheel dnve. 

+ Single-lever height adjustment. 

fodels as low as $299 

+3 Year Limited Warranty! 





AUHIHO GITOS AW3AITIO WIIM VSAVOZ 


BEST BUY DAYS SALE 


— TROY-BILT® TRACTORS 


MULCHING 1D wane 






“ 


LOWAS ‘1899 


Reg.*2,299 


“Kohler OHV Command engine. 

“sS-speed Peerless 8 pear s 
Iransmision. 

“Big. 36-inch Mowing Deck. 

3 Models from 12,SHP to 1HP, 

3 Year Limited Warranty! 


















= Prepare spring serdbeds. cultivate 
in summer. power 
leftovers with en JeST Oh ORE HAND®. 
+ Tills to 8" deep. 16° wide. 
= Bieewe Starr evailable, 
= 6 Models... low as $499, 
+ Full No Time Limit Warranty! 


KEROSENE LT EEE LTE NENT 










Sale prices good thru March 31st. 
Ask about NO-MONEY-DOWN F imancing: 





THE 
VOICE 
BOX: 


‘Do you enter sweep- 
stakes contests? Have 
you ever -won.any- 
thing? 


Angie McCormick, Granite City | 
“No. I don’t do any of that.’ 


By T.W. MILLER 


Shahnie Sebastian, Granite City 
“No. I don’t play the lottery or 
enter sweepstakes.’ 


loria Johnson, Pontoon Beach 
‘es. I play the lottery. I've 
won up to $50 on one ticket.” 


-School bus belt bill advances in House 


‘dating seat belts in school buses 
“day in different House commit- 


“y seat belt bill, 


“district before the 


Lincoln dinner set for Saturday 


Madison County, known for holding the second-largest Lincoln Day 
Dinner in the state, is planning to maintain that distinction again this 


SPRINGFIELD — Bills man- Sect Committee to 
that seat belts save lives. 

The bill 
belts, 


roofs of all new 


and strengthening union clout 
have begun their annual treks 
through the Legislature 

Two bills were approved Tues- 


tées. Each has been de 
annually several times, 
be resubmitted. the next y. to r sez 
The current sponsor of the the chil 
Rep. Louis Lang, But Da 
D-Skokie, brought a group of ele 
mentary schoo! pupils from his 
Touse Trans 


ted stu ent 


i Regner, 


turers, 


year 
The Madison County Republican Central Committee will hold the 
Knights of Columbus Hall on 


dinner on Saturday, March .13, 


at the 
Tilinois 140 in Bethalto. 


‘would require 
plus sately batches in the 
ee “ 


argue 


lap 


“The No. 1 killer of kids these 
days is automobile accidents,’ 
Maria Schwartz said. 
“School bus drivers are required 
belts, why shouldn't 


represent- 
ing IWinois school bus manufa 

said seat belts on buses 
cause More neck and abdominal 


injuries than they prevent. He 
said manufacturers would profit 
from the belts, but buses 
wouldn't be any safer. 

The other bill would bar state 
and local governments from per- 
manently replacing striking 
workers or doing business with 
any company that does. 

Rep. Mike Curran, D-Spring- 
field, told the House Labor and 
Commerce Committee that he is 
sponsoring the bill to protect 
union workers, who legally 
“strike 

Donald Johnson, representing 
the AFL-CIO, said striking is a 
risk decision for workers 
because they lose pay and even 
their jobs. He said companies 
should face a similar risk. 

“The ability to permanently 
replace workers because they 
have a_ dispute with their 


ved not 


employer is causing genocide in 
the labor movement,’” Johnson 
said. 

But opponents argued the law 
would give unions the upper 
hand by threatening businesses 
with the loss of tax dollars if 
they replace workers. 

James Spizzo, attorney for the 
Management Association of Illi- 
ngis, said the proposal would 
create an unhealthy climate for 
businesses and many may leave 
the state if it is passed. 

“We think it will send a clear 
message to businesses that the 
playing field continues to be tilt- 
toward mediation and 
working together in partnership, 
but rather toward confronta- 
tion,’’ Spizzo said. 

Both bills now face debates 
before the entire House 

— From the Alton Telegraph 
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Joyce Kitchelll, Pontoon Beach 
“Yes. I've never won more 
than $40 on the lottery, but my 
husband won $250 on an instant 
lottery ticket.”” 


Cindy Beile, Granite City 
anything.”” 





Benefit dance set for OATH 


**‘Sometimes. But I never win 


A western-theme chicken and beer.dance to benefit the OATH 
sheltered workshop for the handicapped will be held at 7:30 p.m. 


Saturday, March. 13. 
Drive. 


at St. Gregory’s Armenian Hall, 


10 Colonial 


Admission is $15 and includes chicken, beer and set-ups Musie 


will be Erovided : by Sidekicks, the KIX 104.5 band. 
Atten 
held 


For more information, persons may call 876-3178 





nce prizes will be awarded and a silent auction will be 


| RON SELPH 


FOR 


MAYOR 


Fund Raiser 


A social hour will start at 5:30 p.m 
Tickets are $20 each and are 
the Republican headquarters at 
‘or Mary Neal Milford at 2634. 
Keynote speakers for the evening will be Illinois Secretary of State 
George Ryan and U.S, Rep. Don Manzullo 
ake will discuss state issues, and Manzullo, the only Republican 
e state to defeat a Democratic incumbent, will speak on alterna- 
files to President Bill Clinton’s economic package 
Other officials to attend include state Sen. Frank Watson, state 
Reps. Tom Ryder and Ron Stephens and Madison County Treasurer 
\¢ ohn Shimkus. 


MEDICAL AND LEGAL 
MALPRACTICE 


, followed by dinner 
available by Calling Cecil Miller at 
1930, Eleanor Schulte at 656-2731 


DONATION $15.00 


Per Person 


CHICKEN DINNER, DESSERTS, SODA, BEER 
SUNDAY, MARCH 14 


2:00 P.M. .6:00-P.M. 
EAGLES BANQUET HALL 
2558 Madison Ayenue 


Tickets may be purchased by calling 452-9428 or stop by 
Campaign Headquarters at 21 a9 Johnson Road 





RE-ELECT 


ROBERT ‘BOB’ STEVENS 
CITY CLERK 


GRANITE CITY, ILLINOIS 
APRIL 20, 1993 
EXPERIENCED - QUALIFIED 


Your Vote and Support Appreciated 
Paid tor by Committee to Re-Elect Stevens. 
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Ke ek i ie ie ie ie ie ie ee te PAID ADVERTISEMENT oR eReheReheteheiekehohehohetes- 


PAUL 


FIS 


FOR MAYOR 


“BUILDING THE BRIDGE TO OUR FUTURE” 


During my fourteen years as an alderman, | have 
seen the rise, the fall and the rebirth of Granite City. I 
have worked in partnership with two mayors and 
over 40 different aldermen, «creating jobs, 
rehabilitating homes, regionalizing the treatment 
plant and helping to bring progress to our City. I have 
been able to serve so long and be so productive 
because I have been in public life to build bridges, not 


FREE CONSULTATION | 


If you are seeking representation 
for hospital, physician or 
legal malpractice 


CONTACT LAW OFFICES OF 


eee. 


MORRIS B. CHAPMAN 
AND ASSOC 


‘GRANITE CITY ST. LOUIS 
41406 NIEDRINGHAUS e GRANITE CITY 


ILL. 876-8440 MO. 231-1113 


Ziebart 
Rust Protection 
Package 





and not on partisan pettiness. At a time when 
Granite City could be pulled apart by competing 
political factions and generations, I wilt join. together 
those who have-served the City well in the aa and- 
those who are destined to take us into the 21st Cen- 
tury. My Administration will build the bridge between 
the history of the past and the promise of tomorrow. 


EERE CEE CEE EEE 


ERAGON RRMA GNP ONS NENG EO 


SANE AION NLA RENO IIIS EINE ROI ND eeeenmanaaen 


Contrary to 
lime of the y 
rust prote 
warm weather 
pped road 


» THREE GREAT ~ 
“SERVICES JUS 


HURRY, BEFORE SPRING THAW! 


popular belief. this 
aris the best time to 
your vehicle. Before 
id moisture turn 
IL into @ corrosive 


agent that eats away at your car 
Stop into Ziebart Tidy Car and 
lake advantage of great savings 
on our rust protection package 
Now 50°% off! 


Aad. ZIEBART SUPER RUST PROTECTION 
Protects all critical areas 

Professionally applied 

Lifetime full-repair warranty* 


22. UNDERBODY SOUND BARRIER 
Z Thick, super- tough cagting protects 
apour vehicle's entire underside 
educes-noise for a quieter ride” 


95 2R. FABRIC PROTECTION 
*Protects fabric & carpet from stains 
*! pus clean up easily- a 
Regularly Lifetime limited warranty” - 
z $539.90 


=F 
pecaes 
SS 


“Soa dealer tor detaits 


314 N. ILLINOIS ST. 
BELLEVILLE 


4618) 277-7878 


) Hours: M-F 7-6PM Sat. 8-5 


© Ziebart International Corporation 1961 


Game 


a 


promote confrontations. 


In public life, leadership is often times confused 
with headline- -grabbing antics. In my_ opinion, the 
path to lasting accomplishments lies not in solo 
grandstanding, but in working cooperatively with 
others. 

While I have not been prominently in the public 
eye, my work has been “quietly effective”, helping 
literally hundreds of Granite City residents. - 


Iam proud of my record of public service, a record 
of positive cooperation. I have always focused on the 
big picture and the best’ overall interest of our City, 


I am a working man, and have been so all of my 


life. I believe strongly in the values of hard work. As I- 


have done.all my public life, I will work hard to put the 
interest of the people first and always. With your 
help, we will build the bridge that will guarantee a 
transition of progress, unity and prosperity. 


In promoting cooperation instead of confrontation, 
pulling together instead of pulling apart, “‘in bujlding 
the bridge to our future’’, we will literally change 
the face of Granite City politics. It will be a slow, and 
at times, hard process. But we have to take the first 
small steps. It is better to light one candle than to 
curse the darkness. It is time to start anew. 
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3 branches of 
United Way 
may unite 


Three area United Way 
branches would unite efforts 
under a plan being considered. 

A consolidation ta: force has 
urged combining he River 
Bend. Edwardsville/Glen Carbon 
Area and ollinsville United 
Ways. Details were to be 
announced Tuesday at a news 
conference in Maryville. 
















Unification would be a ‘‘logical 
extension” of the relationship 
among the ¢t River Bend 
United Way President Robert 
Haight said 

“We're trying to deal with 


working and living patterns,” he 
said. Many people live in one 
¢ommunity but work in another. 
he noted 
The proposal is subject to 
approval by the boards of direc- 
tors of the three campaigns, 
Haight said The task force 
included members from all three 
campaigns 
ght said ther 








ad been no 





discussion of m r with the 
U i Way of the Tr Cities in 
the G uite City area, the only 
other United Way organization in 





Madison County 

Haight said a merger would 
build on existing relationships 
been working together 
would be no changes in 


We've 
There 
















aid River Bend has 
aff and administra 
ses to the other cam- 












about 13 years 
» Edwards Glen Carbon 
a and Collinsville United 
ys have retained their own 
of directors and have 
ed to make funding deci 


locally 
has support from 


s that get help 
Way 

comes to pass,” 
Van Walleghen 


2 Alton-Wood River 
American Red 
the agencies 


would cut 
me agencies 
I a more effi- 
ing operation 


s 
The consolidation 
perwork f 

should 












cient fund-rz she 
said 

It would pave the way for 
som agencies to work 
mor together as well,’ 
Van Walleghen said can't 





think of a negative 
David Capstick, executive with 
the. Trails West Council of the 
Boy Scouts of America, said con- 
solidation would produce a stron- 
ger United Way 
. " “J think it will help everyone. 
s. 1 see nothing but positives com- 
* ing from it 
The River Bend United Way 
ed nearly $1.9 million last 
to help 46 agenciés serving 
160.000 people in Madison, 
Jersey, Greene, Calhoun and 
Macoupin counties 
From the Alton Telegraph 
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Sunday Home Journal—March 7, 1 





OUR RESIDENTS DON’T LIVE IN A FACILITY. 
WE WORK IN THEIR HOME. .- 


Let Us Care For Those You Care For. 


We Feature A Full Range Of Professional, Medical And 
Personal Services To Make Life Better For Those You 
Care For! 
Skilled, Intermediate, Hospice. Respite Care 
*Full Range Of Professional Physical Therapy = 
*Dental Service Available 
eIn House Optometry Services Available 
*Intergenerational Activities - 
*Physical-Speech-Audiolo : 
*We Accept Private Pay, } 
Insurance. 
Let us care for those you care for! Please contact Kelly at 234-3323 
for information and a personal, guided tour. 


Cun Bottom Line Tearing 
(618) 234-3323 727 NortHi7TH BELLEVILLE, 1.62223 
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United Way board president Paul Raczkiewicz 
chairman 


right 


with a plaque for his leadership of the campaign 


United Way elects Kearns president 





The Tri-Cities Area United. .He thanked all United Way 
Way held a campaign celebra- volunteers for - 

tion luncheon and annual meet- their support oe 
ing Wednesday to elect new vol- and recognized OSS 
unteer leadership for 199 the following 2 





More than 130 people gathered retiring board §& 
at thé Elks hall to participate in| members: Paul \ 
the event Costello, Dennis j= 
Richard Kearns was elected to. Harper, Ralpha oo 
serve as board president. Other Hausmann. a ‘ 
officers elected were Kathy Drew Karand- i 
Clark, vice president; Eric Rob- jeff, Wayne a 
ertson, secretary; and Pete Gun- Lanter, Ed Mul Kearns 
nell, treasurer Dennis Orse Dr. Kanoc 









Paul Raczkiewicz, retiring “1. Robert Randolph, Julia 
president, gave liano and George Smith 
report on United Wi Ilowing the president's 
He commented on I! accc remarks. Al Hudzik e 1992 








plishments, including expanding 
the volunteer base. increasing 


campaign chairms 
the succes: 


. reported or 
ul fund raising drive 














(Staff photo by PAM DOEPKE-HURD) 
presents Al Hudzik 


his efforts - 














> election of ‘new board 
members and officers followed 
Standing committees wil! be 
chaired by: David Kins, alloca 
1s e Osborne, communi 
ion ‘om Colbourn, priori 
ties/planning and Ben 





Johannpeter 
New 
for three-ye. 









Roger Mill Tim 
Signall, Rev 
and Ric Weidner 


to 


r terms 
in 





Ralph 

Presidential 
board 
and 


the 
Cheetham 






the 1992 campaign 





nominating 
board members elected 

will join 
overseeing 
operation, 
opment of the 


en, 
1 





ona 
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ef - to add beauty 


Ros 








funds for existing services, and which enerated $1,050,000 

distribution United Way funds Rac icz presented Hudzik 

to additional programs with plaque in recognition of 
- 


Professional tax preparation 


TZINBERG & 
GOLDENBERG 


Certified Public 


Accountants 
A Professional Corporation 


22 Pontoc 


876-0025 









cota) 831-3990 


Ww inviting is your home? 


bvicus but often averiook 


You're in good Hands. 


Allstate © 


a 





DICH KISMER, 


5) 452-4000 









Occupational Therapy 
dicaid, Medicare, And Private 





Calvin JohnsonC) 


CARE CENTER 


* : i 


Work continuing on 
‘new Robertson Park 


Work on newly-created Ran- 
dall Robertson Park will contin- 
ue this sprin; And, at Wilson 
Park; a woodland trail garden 
featuring shade plants and 
shrubs will be opened. 

As rt of its continuing effort 
in the parks of 

Granite City, the Board of Com- 

missioners of the Granite City 

Park District has authorized fur- 
_ther improvements at Randall 

Robertson Park, formerly the 

location of Webster School 

It will be a neighborhood park 
that will have a playground area 
for children, a picnic area, and 
an open field for non-organized 
sports 

The design of the park came 
about as a result of a meetin; 
between members of the Par! 

Board and a group of area resi- 

dents early this fall 

Since that meeting, 57 trees 
and shrubs have been installed 

This represents the first phase of 

the landscaping effort 

The second phase at Robertson 
expected to be completed by 
summer. It will include an 
additional 13 trees, 66 shrubs, < 
drinking fountain, three benches 
and playground equipment 

The woodland trail garden is 
currently under development at 
Wilson Park. It is located direct 
ly across from the east entrance 
to Sieveking Garden. 

The area will be a one-acre 

lot which is deeply shaded by 

arge trees. There will be a 744- 
foot walking trail surrounded by 
20 raised beds of flowers, ferns 
and shrubs which are primarily 






























































Henry Crippen, Pastor 
WCBW - 104.9 FM 
7:30 A.M. Sundays. 


Praise Radio « 1010 AM 
14S P.M. Mon .ret. 


buy Db 
CSP 


TABERNACCTE 











12th & Meridian 
Granite City, IL 62040 


618-876-6031 











shade-loving plants. 

Surrounding the entire area 
there will be plantings of ever- 
greens and trees thal will toler- 
ate shade and need to be under- 
neath other trees to survive. 

A total of 150 new. seedling 
trees, 400 plants and 68 shrubs 
will be planted in the area. The 
walking trail will be covered by 
four inches of heavy mulch. 

‘This new garden will-be open 
in late spring: 

Nancy Sanders-Miles, ' presi- 
dent ‘of the Board of Park Com- 
missioners, has also announced 
that a program established by 
the ‘board in January 1991 wilt 
continue in order to ‘‘assure that 
Wilson Park and all other parks 
in the district will be able to 
maintain their unique place in 
the community."’ 

The focus of the program is 
that all of the parks have the 
role to provide areas of green- 
ery, shade and recreation for 
residents. 

From the beginning, families, 
individuals; groups, organiza 
tions, schodls and other youth 
groups have been invited to par- 
ticipate in this program 

Since its inception, 202 trees 
have been planted. Thirty-three 
.species of trees and 60 cultivars 
ot these species have been plant 
e 

All ofAhese trees have been 
planted as a memorial to an 
individual, a group, or because 
an individual simply wanted to 
see the parks reforested. 

The park commissioners have 


(See PARKS, Page 12A} 


Helping you make the right 
decisions in a cormmplex world. 


CHOICES 


Galatians 6:2 “Bear ye one another's 
burdens, and so fulfill the law of Christ.” 

It is our-nature as human beings not to 
want to take upon ourselves someone 
else's problems. Our attitude seems to be 
it is their problem, let them handle it, I 
have all I can do to take care of my own 
When we became new creatures in 
Christ, our nature changed. The Word 
teaches us, as Christians, we should bear 
one another's burdens and in doing so we 
are fulfilling the law of Christ 

Have you ever been under a crushing 
situation and suddenly someone came 
along who was willing to help share your 
affliction? What a relief, what a blessing! 
You still have the problem but it’s muss 
easier now because someone cared. It 
takes such a small effort, but the help you 
give is immeasurable. 

Can you truly say you love your 


prighbes, eet sot bre wi 
o bear their burdens whenever 


The more we become wrapped up in our 
own needs, the bigger those needs 
become. You will notice many of your 
problems begin to vanish when you 
Become involved in helping others. Idle 
hands breed discontent. Bo Be about your 
Father's business, bearing one another's 
burdens and loving your neighbor as 
yourself. 

Have a ree! good Spirit filled day. 
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registration. 








Memorial's MRI Center 


Now, you can take advantage of a highly advanced MRI scan in a very pleasant 
setting. . .with the added comfort of significantly shorter exam times. And, you no 
longer have to fight the St.Louis bridge. traffic to benefit from the latest MRI 

technology available - - - locally only at Memorial. 


When your physician recommends an MRI scan, ask that it-be performed at 
Memorial's MRI Center - this area's leader in advanced, clinically-proven, and 
cost-effective MRI technology. 


4500 Memiorial Drive 
Belleville, iltimois 62223 
(618) 233-7750 


MEMORIAL HOSPITAL: 


Memorial Hospital provides the most technologically-advanced Magnetic 
Resonance Imaging (MRI) system available. There are other MRI scanners in this 
area. However, you and your physician can benefit from the highest imaging 
power, sophisticated clinical technology, substantially reduced scanning times, 
and superior image quality of Memorial's state-of-the-art MRI system, 


Memorial's MRI Center, like all of its outpatient services, was built with the patients 
in mind. It features a comfortable and attractive facility staffed by skilled profes- 
sionals - - - as well as easy scheduling, convenient parking/access, and expedited 


Memorial - - - the area's leader in convenient, 


Ww 


cost-effective outpatient diagnostic testing. 
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of sexual Pitre ie 
meet from 1 to 2:30 p.m. March» 
2] sual we eens ee oe 


money orders may be mai de pay 

able to: New Testament Fe! am 

nip Attn: SAVED, P.O... Box 
, Alton, Ill. 62002. 


Dee Dr. Rapoff, 

have been  angnioecll as 
eee migraine headaches. 
I have tried everything I'm 
supposed to to get rid, of 
them. Do you have any suc- 
cess treating them? M.S. 


Dear MLS., 

First of all, you're not alone! 
Thousands ‘of pe: suffer 
from these headac ad daily: 
Normally ghey start as flashing 
lights, dizziness, and distorted 
vision followed by severe pain 
that can last for hours and even 
days Many times _ these 
migraine sufferers will ‘try 
asprins and even. str 
medications with little, if any, 
relief. As a last resort many will 
ty chiropractic care-to help 

leviate the agony. Chiroprac- 
tors are authorities of the spirie 
and nervous system and many 
times the cause of these 
headaches begin here. If indeed 
your headache can benefit fr 
visits to the chiropractor, tet 
will know very shortly. Usualf 
after one or two visits you will 
be able to tell if this treatment 
regimen can help you. A careful 
examination and _ thorough 
study of your case will be made 
to determine if the cause/(ts 
within the field of chiropractic. 

The only way to know’ this 
M.S. is to visit a chiropractor 
and let the doctor determine if 
we can help. Good luck. 


Chiropractic Physician’ 
P.O. Box 27 ; 
3701 Nameoki Road '*: 
Granite City, IL 62040 


452-3444 


GET THE PRESS-RECORD 
ey TO YOUR HOME AND SAVE, 


‘a (Photos by DIANA KINDER) 
Pom pon clinic — 1 nite City H 
Feb, 27 for kinde 
students, Above, pom pon leader Shelley Justice leads kindergartne: 
rtner Ackerley Ahring of Niedringhaus School do 
der Jaime Prazma, right, copies pom pon leade 
Charlene Pearman and kindergartners perform a routine to 


School Pom Pon s 


Id its fifth annual n-pon clinic 
ten through third-grade 


4 fourth- through eighth-grade 

through a routine. In top right photo, 
ement. In bottom right photo, 

axfield. Below, pom pon le. 


Two sessions we 


. Pet adoptions set 


The Highland Animal Shelter 

will hold an Adopt-A-Pet Day on 
' Saturda: March 13, from 10 
t Bae aie | p.m, at PETsMART, 
| ‘om Route 50 in O'Fallon. 
ie Dog adoptions are $25 and cat 
; ‘adop' ions are $18. All animals 
) nave received their shots and 
! shave been wormed. 

There will be a wide selection 
of both puppies and more 
mature dogs, along with a large 
selection of kittens and cats. 


aT KSa TAX 


"The Snow Was Cleared 


from my Sidewalk and 
Drive by 8:30 a.m. 


...| didn't have: to call 
or hire anyone!” 


AneINeT oice 


‘EDEN VILLAGE 


TWO BEDROOM DUPLEXES 


SERVICE 
Ask For Dorothy 288-5016 
300 S. Station Ad., Edwardsville 


HEWITT oascira 
YI 246-ITAX FOR SENIOR LIVING AT ITS BEST 


REPS’ DISCOUNT FURNITURE 
" SELL-E-BRATION 


BUNK 
BEDS 


Complete 
two mat 


Now $168 


[ 40 PIECE 
PLAYPEN 


vow $598 


[3 PIECE Py Waa) 
LIVING ROOM COMPLETE 


. Chair Mattress 





Now you can gs 
Complete Network 
Peete OF-15) (0p © Cis bel -t Moe 
Subse to the 


EARLY AMERICAN 
BEDROOM SET 


| wow $498 


INCLINER 
SECTIONAL 


Two love seats with 
matching corner table 


wow $498 


TERTAINMENT 
CE TER 


(NOW $198 


~ 6 PIECE 
LIVING:ROOM 


Sofa, Rocker, Chair 
3 Matching Tables 


now S498 


ODD TRIPLE 
DRESSER BASES 


or 6-Drawer Chest 
Scratch and Dents 


now $98 


SOLID OAK 
DINETTE SET 


Table. Leat and 
6 Chairs 


now $398 


QUEEN SIZE | [ MAN SIZE 
BEDDING RECLINER 


and Rails 5 yeal sad oP 2 


NOW $198 








Press- Recora each an 
every bee and 








Anton! 


now $398 ae 188 


| now $148 








MARTHA 
WASHINGTON 


Living Room Sota. 
Loveseat and Chair 


now 498 








SOFA 
INCLINER 


Gants eens 
Many colors 
| now $398 











CONTEMPORARY 
BEDROOM SET 


now $398 





- CURIO 
CABINET 
Vv 











SELECTED ITEMS WILL BE SOLD BELOW INVOICE PRICE 
_ EVERY [TEM REDUCED FOR THIS EVENT 


337-9211 OR (314) 481-REPS 
2 MILES SOUTH OF ARCH — RTE. 3, CAHOKIA, ILL 
10 A.M.-6 P.M. 


MON-FRI 


10 A.M.-7 P.M. * SAT 


SUN. NOON-5 P.M 


FREE LAYAWAY ¢ FINANCING AVAILABLE 


876- 


Ask for Mary or 


*SINGLE C Opry 


000 


Joe in the Circulation Department — 


PRICE TO BE SoO¢ IN JANUARY 93’. 




























































Brown is 
new bank 
president 





BPW offers scholarships 


The Granite City Business and 
Professional Women’s Organiza- 
tion has three scholarships avail- 
able to women interested in fur- 
thering their. career -and 
education. _ 

Twe Verna Lengyel Scholar- 
ships will be offered this year 


vd 
with the name and phone ‘um- 
ber of the Admissions Depart- 
ment (funds are sent direct ay to 
the school). “s 
~ Brief statement why the 
scholarship is needed, along with 
a current financial statement. 
~ Career objectives and goals, 
1. be of 





These will be in the amount of telling how this award will A 
$750 each and are offered to benefit tes Pp 
Donald P. Brown has been BPW members. Each recipient ~ Places of current and previ- sa 
nanred president and chief must agree to remain a member ous employment, including th 
executive officer ofthe First of BPW for two years and also dates. _ ‘ : 
National Bank in Madison. show financial need for the ~ Social Security number,..., * te 
Brown was elected at the scholarship. ~ Three letters of reference 


annual shareholders meeting 
















The third award, the Granite 




























from persons unrelated te Fhe 


















of First National; the meeting City BPW Scholarship, is avail-- applicant " 
was held on Tuesday, Feb. 23. able to any working woman (full An applicant must also: ir 
The following directors were or part-time) residing in the ~ Be receiving a degree or vi 
elected: William H. Aufder- area. Priority is given to those certificate at the conclusi of re 
heide Jr., Lawrence Blumen- living in Granite City, Venice, her studies; aon, 23 f¢ 
(Staff photo by PAM DOEPKEHURD) feld, Walter Blumenfeld, Don- Madison, Mitchell and Pontoon _ = Be acquiring marke ete: 
Marko's Fish Restaurant in Madison is the Tri-Cities Area Chamber of Commerce Small Business aid F. Brown, - Manuel: Kastin, pone mpplies nts fax) this sachet, amills: oe ee insure. ber - oso ft 
Lof the Month. In the front row from left are R C Busch, executive vice-president of the Tri-Cities Deel and Mareavet Lee ©" |— bers of BPW. The field of study - Be. entering the work fofce Pi 
Area Chamber of Commerce; Kathy Ostrec, owner; Milka Ostrec, owners mother; Branko ~ At the reorganization meet will be in health. Each year, the alter she receives her degrfg,or “b 
Ostrec, owner: Bob Waters, Waters and Maune; Madison Mayor John Bellcoff; and Janet Mills ing following the shareholders’ | Feld, Of ey fine schelershiy Applications must be aiff zB 
Janet Mills and Associates..Back row from left, Grover Brannam, R.T. Miller, Ralph Miller, Harvey were appointed’ by the board | fund ted i later than March 15, 1993, a 
Cohen, Al Barnes and Dan Landgraf of directors: Walter Blumen- All applicants for th fards to Ramona Burnett, 1813 Tae 
feld, chairman of the board; must submit a resume gNifig the —_ro: Ave., Granite City, 1. 4 
, ° Donald P. Brown, president following information: 62040. Persons may call 93);9223 Pp 
Marko’s Restaurant cited by Chamber |snsishicr exceuticfomcer: | (oc Name of the schotarstip’ for further formation 
y James W. Foley, vice presi- sought Awards will be present¢d,at “tl 
Sr arkole Aesaucant ioe MAGN EE dent/operations, Security and ~ Name of the college or umi- the April 21 BPW business meet- 5 
go ee Rp cane hae Been ; ee investments: Larry G. Hoff, versity -where enrolled, along ing aes u 
Rammed the Small Business of the = +* = vice president/senior loan offi- a 
Month for February by the " cer; Dorothy Sbabo, cashier; Li 4 | b ff. a’ f 
See iitness Conmniittee ot ane Jeff A. Melle, assistant, vice ine dancing lessons to be offere : 
TricCities Area Cl ne tS president/loans; avi ,. ae 
peer etree G hamper OF Gue Hickey, assistant vice presi- Country and western line dancing lessons will be offered for.four s 
“Marko's, which opened in 1928 dent/loans; Sharan L. Jack- weeks at the Granite City Knights of Columbus Hall mon c 
has been in continuous operation son, as: nt cashier; Renda Registration begins at 7 p.m. March 17 and classes begin af;7:30 
for 65 years and Kathy and Reed, ant cashier; and p.m. that day. Cost is $15 per person. For more information, the . 
Branko Ostec are ite-third wener= Vicki $ , compliance offi- numbers are 746-4266 or 931-5108. ie 
ation of owners. The restaura bane 
specializes in cod fish sandwich 
es. catfish nuggets and shrimp 
Marko's makes its own batter 
The batter recipe may be a 
secret, but its flavor is well o 
known throughout the communi = 
ty 3 
Recently. the restaurant decid * 
ed to add a new product, the Zi 
Branko Burger = 
anko said having 
ather than being : 
. has led to Mar- (StaHt photo by PAM DOEPKE-HURD) | 
because it has Kathy Ostrec, owner; Milka Ostrec, owners mother; and * 
Jwed the restaurant £0 sPe Branko Ostrec, owner OPEN HOUSE 3] 
lize in doing at i Ps 
moll e ne : SPECIALS 3 
Joining Kathy and Branko in ACT NOW!!IT 3 
the business are their daughter, : 
Mirel and Branko’s mother ; 





Milka. A new Marko's 

opened in Edwardsville 
Marko's is open 

through Saturday. 


recently 


Tuesday 


CAR NEED 
REPAIRS? 


Dn. Rebecca 9. Fornero 


is pleased to announce 
the opening of her office 
for the practice of Orthodontics 
Treatment for children and adults 


9.9% FINANCING 
FREE ESTIMATES 
C2 235-6200 
Yeaay 451-1868 



























"40 years of quality at affordable prices” : : 
Schifferdecker : 
Kitchens*BathseInteriors f 


Spring Meadow Professional Park 


93 Crestmoor 
Collinsville, IL. 62234 



















































INSURANCE RATES & 747 E. Main « Belleville ‘e : ; a A 
= feaecear Or Gail Office Hours by Appointment NO FEE'EOR ; 
CHISLER:. ,_ ©5S-6070 618-345-0230 INITIAL VISIT 
Downton i 4 
SALE IS HERE!! f 
: SPECIAL VALUES ; 
i Gi CABIN CRAETS 
: ¢ aA RK " E 2 * : be 
: ; ee EVERY §3H_YARD IS FREE! | 
| Journals Mar 1-31, 1993 | 
1 7 ~ on Quality For Your Home. Beauty For Your Life. | 
. _ NOMINATIONS NOW BEING ACCEPTED eres oo 
Ae : , : Of Fashion And Selection Of 
Tell us, in 50 words or more, why your hero should become a Hardee’s Practicality! pentures nd 


Colors! 









“Hometown Hero. Include your hero’s name, address, and phone number. - 
Also include your name, address, and phone number. 


CATEGORIES 


Personal Bravery « Human Rights ¢ Helping Children 
Environmental Awareness e Senior Citizen Assistance 
Honesty ¢ ‘Demonstrating Patriotism ¢ Healthcare 
Community Service ® Educational Contributions 
Arts & Humanities ¢ Animal Welfare « Handicapped Support 
Agricultural Advancements * Employment Assistance 
Substance Abuse Prevention ° Public Safety Improvement 


isting stains, long after the best known stain guard fails. 
+Now at last—remove mest conimon stains that have set overnight or longer. 


VALLOW . 


BUPONT CLRELD FLOOR COVERINGS 
STAINMASTER. 500 E: Vandalia a 
































AIL NOMINATIONS TO: 


Area judges will make final selections based on recommendations 

from all entries. Decisions on the selection process are final. On- 
Suburban Journals ly 25 honorees twit! be chosen. There can be more than one selec 
714 Deer Tracks Trail tion in one category. Nominations received after March 31, 1993 


. Louis, MO 63131 cannot be considered. > 2 
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BUSINESS 


‘Mutual funds provide professional 
«management of pool of: money 


(First of three articles 
on mutual funds? 
A’mutual fund is a 
professionally managed pool of 


tioney. The pool is made up of 
thousands of investors. 
Investors it their money 
“ together and transfer it to a 
fessional money ma: er. It 
1s then hoped that this individual 


posseses such qualities as 
intellect, nerve, an eye for 
value, and patience to produce 
results the investors are looking 
or, 

A key to making a mutual 
fuind choice lies heavily in the 


_professional manager. 


“A mutual fund investor is 
buying professional money 
management. 

‘There can be as big a 
difference between two 
professional money managers as 
there can be between two 
“professional! quarterbacks. 

Investors need to make sure 
“that, if a fund has solid rates of 
féturn, the manager who created 
them is still managing the fund. 

What makes up a mutual 
fund? 

‘Typically, a mutual fund will 
be invested in many companies, 
‘sometimes up to 50. different 
companies, 

Herein lies a very important 


res} 


ai 


Brian 


Muthall 








benefit to a mutual fund — 
diversification. 

For éxample, a mutual fund 
may have 1 percent of the pool 
of money in Monsanto stock, 3 
percent in Ralston Purina, 2 
percent in General Motors, etc., 
until 100 percent of the portfolio 
of the mutual fund is ft 

Thus, with a mutual fund, an 
individual can create a 
balanced, well-diversified 
portfolio on their own without a 
great deal of money. 

An initial deposit of $500 or 
more will open most of the 
mutual funds available. After 
that, as little as $100 can be 
contributed to the mutual fund 
at any time. 

There are no guarantees with 
a mutual fund, and their values 
obviously can fluctuate up and 
down 

If the market falls, a mutual 

- fund will most likely fall with it 


EAST ST. LOUIS 


301 ST. 


on AVE. 





If the professional money 
manager makes a poor 
investment decision, it will most 
likely be reflected in the 
performance of the fund. 

A mutual fund should be 
viewed as a long-term 
investment with a holding period 
of five years or more. A mutual 
fund investor should be able to 
accept fluctuating markets and, 
therefore, fluctuating account 
values. 

One must awase ask himself 
or herself several questions 
before investing a dollar into a 
mutual fund: 

-What kind of risk can I 
tolerate? 

What is my time frame for 
investing or when will I need 
this money? 

What kind of fund do I want? 
What kinds of mutual funds 
are available? Generally, there 
are four types: income, 

balanced, growth, and 
aggressive growth. 

Next week’s article will cover 
the four kinds of mutual funds in 
greater detail. 


Brian A. Mulhall of Granite 
City is associated with a St 
Louis area financial services 
company. 





Ten years of leadership in labor-management 
relations will be the focus of a dinner Tuesday, 
March 9, at Southern Illinois University at 
Edwardsville. 

The Labor-Management Committee of the 
Leadership Council pf Southwestern Illinois will 
host the dinner. Awards will be presented to sev- 
eral area companies and unions for their achieve- 
ments in improving labor and management com- 
munications and relations. 

Among the award recipients are the Granite 
City Division of National Steel Corp. and United 
Steelworkers Locals 16, 30, 67 and 68; Leaf Inc. 
and Teamsters Local 50; and Roesch Inc. and 
Stove, Furnace and Allied Appliance Workers 
Locals 4 and 60. 

“Improving cooperation between labor and 
management benefits both the workers and their 
companies. These companies are outstanding 
examples of the kind of cooperation that.makes 
Southwestern Illinois a leader in labor-manage- 


Dinner to celebrate cooperation 
between labor and management 


oo 
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ment relations,"’ said Daniel Ma, , Mma: 
ment co-chair of the Labor-Management Co. 
tee. 3 
“Since its inception, the committee has been 
responsible for a great deal of progress in rela- 
tions between labor and management in our 
a meee said David Kins, labor co-chair of the 
Labor-Management Committee. 

The Labor-Management Committee was formed 
in 1983 to develop and maintain a favorable 
labor-management climate for investment and 
reinvestment in Southwestern Illinois. 

Keynote speaker at the dinner will be Dr. Paul 
Sultan, professor emeritus with the School of 
Business at SIUE. He will discuss ‘‘Labor-Man- 
agement- Cooperation: Yesterday, Today and 
Tomorrows.” 

Reservations for the dinner, which will be held 
at the Meridian Ballroom in the University Cen- 
ter at SIUE, can be made by calling the Leader- 
ship Council at 692-9745. 























Nutritional consultant hired by livestock group 


Animal Nutrition, Inc. (ANI) has hired Lanny 
Copeland to serve as a nutritional consultant to 
livestock producers in Southern Illinois 

Copeland has worked in several areas of live- 
stock production. throughout his career. He worked 
for the Illinois Breeding Cooperative for. 15 years 
as director of promotion and as a field supervisor. 
He also served on the first Sire Committee for 
Select Sires. 

He breeds and exhibits purebred Simmental cat- 
tle. Copeland also has six years experience work- 
ing in the farm credit industry and several years 





Sutherlands 


erything in the stor 


Going out of business. Excluding lumber, 
roofing and plywood. No checks, _No delivery! 
All sales final, No returns! 





experience in feed sales and livestock nutritign. 
His years of experience makes him familiar With 
all aspects of managing a successful livestock 
enterprise. 


ANI is based in Breese and provides. consulting 
services and feed products to livestock prodpasrs 
across the United States and Canada. 


Copeland has been hired to expand nutritional 
consulting services and sales of quality ANI fped 
products in Southern Illin 
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874-6666 
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Self-esteem workshop 
series to be offered at BAC 


“Self-Esteem for Peak Perfor- 
mance the title of the series 
te be conducted from 4 to 6 p.m 
on.consecutive Thursdays.. The 





program is scheduled to begin 
March 11 
“Many people in the business 


environment coyld improve their 
perfarmance and be more satis- 
fied with their contributions if 
their sense of self-esteem and 
self-motivation were improved 

That a strong reality of 
ibusiness and life."’ said Shar. 
on Tarkington, leader of a three- 
part self-esteem workshop series 
fobe held at the Belleville Cam- 
pus of Belleville Area Campus, 
2500 Carlyle Road 

The first seminar will focus on 
“self discovery guiding partici 
pants through a process of per- 
sonal insight which includes 
identifying their individual. mul 
teple talents 


h 18 


is 





self direction” 
¢ and participants 








‘nars to meet the training and 


nar March 25. Cost of each indi- 
viduals seminar is $20, and the 
cost for the entire series is $50. 
The series is a service of the 
Business Assistance Center of 
Belleville Area College 

Tarkington is technical prepa- 
ration coordinator at Belleville 
Area College and a veteran 
trainer 

For more 
self-esteem 
the 














information on the 
workshops, contact 
Business Assistance Center, 
‘00, extension 513, or 1-800- 
5131, extension 513 

The Business Assistance Cen- 
ter provides a variety of semi- 





development needs of local 
industry and business 
Besides self-esteem, seminar 


topics for 1993 include safety, 
total quality management, team 
building, entrepreneurship; cus- 
tomer focus, professional excel: 
lence and leadership 

In addition, the Business Assis- 






















Lucille Martin covers the Pon- 
toon Beach scene for the Press- 
Record/Journal. She can be con- 
tacted at 931-0731. 

Joy Rowland, who has been a 
board member of the Pontoon 
Beach Senior Citizen Organiza- 
tion for nine years and is retir- 
ing from the board, was present- 

a plaque during the monthly 
meeting on Feb. 23. 

New members were elected 
for the 1993 year. They were 
President William Dagon; Vice- 
*President Bob Alford; Ginny 
Alford, secretary; Ruth Dagon, 
treasurer; and Jim Hill, Irene 
Karlichik, Otto Kreher, Robbie 
Wilson, Earl Edmiston, Ralph 
Craycraft and Walt Crowell, all 
trustees. 

Mary Warren‘was the winner 
of a watch donated by Helen 
Chalovich. 

Attendance prizes were won by 
Joan Crowell, Alice Hudson, Lea 
Andersen, Emerald Dawes and 
Ginny Alford. 


oe) 


Winning Granite City debate team members are, from left:- 
Heather Gitchoff, Don Murphy, Joanna Webb and Jason 
Hall 


GCHS debaters dominate tourney 


Granite City debaters continued their winning at the Belleville 
West Tournament 





Senior citizens elect officers 




















‘ 
Others attending were Bee 
Stayonoff, Wilma Jones, Irend 
Dawes, Joe Pisel, Irene Weber 
Mildred Goss, Carl_and Jea 

Horstmeyer, Fay Rody, Lois 
Snipes, Helen Niepert, Doroth: 

Watkins, Rose Edmiston, Veroni; 
ca Patrick, Corrine Kreher, 
Helen‘Hutton, Al and Fran Cape; 
Birdie Tayon, Challace Grigsby, 
Lee and Betty Ridgeway, Ed 
and Glodine VanSciyk, Earl"énd 

Shirley White, Margo Whitt, Car+ 

lie Lorentz, Mary Hasslebrock} - 
Mabel Kennerly, Bertha Hall, 
Diana Hill, Joan Crowell .ani 
Dora Sereni. Lan 













‘ 
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th tance Center creates customized 


training and development pro- 





2ir own personal Don Murphy 


Webb (7-0) was the varsity tournament champion. 














management” putting grams for ea business and Heather Gitchoff and Jason Hall finis. in the top five, both 
o action in 19M will industries having 5-2 records. Thirty teams from Missouri and Illinois compet- 
he, the subject of the final semi ed 
j Ron Pennell, chairman of the Speech Theatre. Department, is the 
a . , debate coach 
AARP holds Valentine’s Dance 
The American Association of Eldridge, Gladys Skubish, Louise i 
Retired Persons’ Valentine Baker, Adam Prusak and Cath- Cholesterol screening on Tuesday 
Dance beg with President erine Creamer 5 oe 5, m 
welcoming the mem Information on the Senior Cholesterol screening will be held from 9 a.m. to 3 p.m. Tues- 
















day, March 9, at the National Food Store, 3100 Madison Ave 


g the Lord's Prayer S 2 held 3 -/B 6 4 ; : 
adin, Lord’s Pra} Oly aa go be Role ie se tne The cost for the test, a simple finger-stick blood test, is $7 and 
Counce Si results are available in three minutes 
Seecaat 7 ’ 3 r High-density cholesterol and triglyceride screening, requiring a 
Granite City Senior Social Club _ * Saget se ate i 
had a dance Feb. 22. The eve- 12-hour fast, will also be available 
ning was spent dancing to the 


Kel m 





c of the Alley Kats 

Next meeting will be March 
10. Joyce Warrten, founder of 
Slappers Country and Western 
Dance group, will demonstrate 


Caban 


Mike 


BANKRUPTCY 






Eupal 











and Pauline some country and western danc- (And Wage Earner Plans) 
and Pauline Cox are cel 
oh sthe Vaies- [| SPRING FLING i D IVORCE 
atti PRAT ea (And Child Support & Custody Cases) 
re eg epee an Ral stl eee i 


hi: Dorothy Ash trom 240 p/p dbl. occ 






ley 
Alice Nonn, and Luc 
President Hali also helped 


Margaret Kwia 





THOMAS L. ZIMMER 


Attendance priz a * heart- Cail For Details & Reservations Att A 
shaped boxes of candy, were orne t Law 
ka ee Bi Ha Gateway, Tours sf 













233-7900 398-1000 


1-800-457-2848 


Sv 
s 618-344-1272 1-314-241-9566 
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Kids! Enter the Suburban Journals 


| thy Asi ghborhood 


Ce et eg eae ae 


Ny Nei ghb orhood 










































i 
t 
| ; ! H H 
Drawing Contest! i Send to: Drawing Contest i 
: 1 Suburban Journals 1 
*You could win one of 24 exciting prizes! Just send i 1714 Deer Tracks Trail 1 
us an8 1/2 x 11 drawingot your favorite neighborhood «=F St Louis, Mo. 63131 1 
by 325/93. ! H 
1 1 1 
All entries wall be on display at the "Kid's Fair March 1 1 
26 and 27 at the Cervantes Convention Center. y Name i 
| Parents and Kids alike, will be able to cast theirvote for § address z i 
|” their favorite drawings. ' 1 
So don't delay - get Started today! You just might be H H 2 
| the next Michelangeto : 1 
Children 12 years of age or younger are eligible tp City = = = 
enter. Prizes will be awarded in 3 age categories. ! state Zip 
+ under 5 years of age ! = 
- 5 10 9 years of age : Phone 
= 10 to 12 years of age 1 
i Age 88 





Dn ee a a 


Suburban Journals 


¥. Dick Blick = Wi 


** 2900, 


— 












(6-1) was the novice tournament champion. Joanna 











~ ON NEW GLASSES 


Save $40 on any complete 
pair of glasses 
(frame and lenses)! 


° FAIRVIEW HEIGHTS 
. oi 398-8282 


- (618) 741-4942 


Coupon must be presented at time of 
purchase. No valid with other 
coupons, discounts, sale items, 
packages or Air Miles Travel Awards. 
75 minimum purchase. 

Expires 3/31/93. 


RETIREES, HOMEMAKERS, 
COLLEGE STUDENTS, SEMI-RETIREES 


MAY-BE YOU? 


You must be 18 years of age or oider 
BE AN INDEPENDENT. CONTRACT CARRIER FOR 


SUBURBAN FIELD MARKETING 


AND DELIVER MAGAZINES IN YOUR AREA 
ay 










No Soliciting 
No Collecting Involved 

No Experience is required 
Work Out of Your Home 
Flexible Part-Time Hours 
Deliver in your Neighborhood 
or Surrounding Area—- 


CALL KATHIE AT 351-8150 = 


Suburban Field Marketing 


A division of the Surburban Newspaper of Greater St. Louis. 


arte 


ort 10 A 


ON NEW GLASSES 


Save $70 on any complete 


AMESTOWN MALL ° 


Earn 






























pout AN Neh 


$70. 


pair of glasses 
(frame and lenses)! 


*FAIRVIEW HEIGHTS 


618) 398-8282 
AMESTOWN MALL 
(618) 741-4942 


Coupon must be presented at time of 


purchase. No valid with other 


coupons, discounts, sale items, 
packages or Air Miles Travel Awards. 


3175 minimum purchase. 
Ex 


‘pires 




















al student on dean’s list 


Hannibal-LaGrange College has’ announced that Dale New- 
berry of Granite City has qualified for the president’s academic 
list and the dean’s academic list for the fall 1992 semester. 

To qualify for the president's list, the student must maintain a 

grade-point average between 3.5 and 4.0 (A) while carrying a 
minimum class load of 12 hours. 


"Student graduates from EKU 





ct Granite City student received a degree from Eastern 

‘Kentucky University at the end of the university’s fall semester. 
Elizabeth Ann Earney, was awarded a bachelor’s degree in 

Speech and Human Services Communication. 

an, The university's 1,005December graduates were honored by 

_receptions Dec. 12, sponsored by EKU’s nine colleges. 

‘4 Eastern Kentucky University is a ‘comprehensive, regional 

).Mniversity serving about 17,000 students on its 350-acre Richmond 

precast throughout ‘its 22-county extended service region, and 

“beyond. 


ir 


‘Papa named to dean’s list 


-~Berklee College of Music in Boston has announced that 
ihris A. Papa has earned placement on the dean’s list for 
igre semester of the 1992/93 academic year. 
eShe is the daughter of John Papa of Madison. 
slo be eligible for this honor, a full-timé student must maintain 
academic ayerage of 34 out of a possible 4.0. 
' apa’s program includés the opportunity to select from unique 
| SGurse offerings that emphasize improvisation, recording studio 
tichniques; arranging, songwriting, and film scoring. 
+ Upon graduation from Berklee, Papa, who is majoring in Music 
tion and Engineering, will qualify as a multi-skilled 
ofessional able ta respond to a variety of musical challenges. 


Wofford .makes chancellor's list 


Monica Wofford has been named to the winter 1992 chancellor’s 
ist at Southwest Baptist University in Bolivar, Mo. 

She is the daughter of Curtis and Julie Wofford of Granite City 
ind a 1990 graduate of Granite City Senior High. 








5 AMAL 


Granite City Public Schools 
Monday - Breakfast: Apple roll- 
ups; tunch: Pizza, ih fries, 


fruit 5 
Tuesday - Breakfast: Fresh- 


baked muffins. applesauce; 
lunch: Manager’s choice. 

Wednesday - Breakfast: Manag- 
er’s choice; lunch: Fried chicken, 
whipped potatoes, green beans, 
sliced apples. 

Thursday - Breakfast: French 
toast sticks, fruit cup;-tunch: 
Tacos with cheese and lettuce, 
buttered corn, mixed fruit. 

Friday - Breakfast: Sausage 
roll-ups, diced pears; lunch: Fish 
sandwich, macaroni and cheese, 
sliced carrots, sliced peaches. 


Madison Public Schools 
. Monday - Breakfast: Cereal and 
juice; lunch: Sausage and shells, 
corn, fruit cocktail. 

Tuesday - Breakfast: Sausage 
pancake, juice; tunch: Hamburg- 
er gravy, whipped potatoes, green 

, oatmeal cookies. 

Wednesday - Breakfast: Apple 
pizza, juice; lunch: Fried chicken, 
french fries, peaches. 

Thursday - Breakfast: Rice kris- 
pie treats, juice; lunch: Barbe- 
cuéd pork on bun, baked beans, 
frugt cocktail. 

Friday - Breakfast: Scrambled 
eggs, toast, juice; lunch: Tuna 
salad sandwich, buttered noodles, 
peas, pears. 


Venice Public Schools 

. Monday - Turkey burger on bun, 
mixed vegetables, pineapple 
chunks. 


Tuesday - Chili with crackers, 
peanut butter sandwich, celery 
sticks, apple crisp. 

Wednesday - Salmon-rice loaf, 





‘School menus 





‘y 
Sweet corn, potato chips, cookies. 
Friday - Fish sandwich, maca- 
roni and cheese, applesauce, 
Holy Family 
Monday - Manager’s choice. 
Tuesday - Manager’s choice. 
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Advance directives day, .. 


product fair set at SEMC :2 


“Vital a of a Com- 
munity” this year’s Pro- 
pee Social Work. Month 
theme. 


Wednesday - Manager’s choice._. activities for the community: 
Thursda: i 


iy - Manager’s choice. 
Friday - Manager’s choice. 


Wednesday - Pizza with extra 
cheese, green béans, chocolate 
chip bars. 

Thursday - Spaghetti with meat 
sauce, corn, apple crisp. 

Friday - Fish nuggets, french 
fries, green beans, mixed fruit 
cup. 


Head Start 

Monday - Breakfast: Fruit slic- 
es, corn flakes; lunch: Roast beef 
with gravy, corn, tossed salad; 
snack: Orange wedges, crackers. 
Tuesday - Breakfast: Grape juice, 
raisin bread, cream _ cheese; 
lunch: Chicken Oriental, vegeta- 
bles, citrus salad, white rice; 
snack: Bread stick, orange juice. 

Wednesday - Breakfast: Orange 
wedges, wheat chex; lunch: Sau- 
Sage pizza, cole slaw, pears, pizza 
shell; snack: Apple wedges, gra- 
ham crackers. 

Thursday - Breakfast: Pineap- 
ple juice, English muffin, jelly; 
lunch: Turkey, American cheese, 
lettuce and tomatoes, green 
beans, pita bread; snack: Apple 


advance directives day, a spe- 
cial peas sone: the Alzhei- 
mer’s Support. Group meeting 
and a prodict fair. 

“Since each patient who comes 
to the medical center is naw 
asked if they have an advance 
directive or durable power of 
attorney for health care, it is 
important they be aware of what 
advance directives are and how 
to choose them,” said Julie Pro- 
bus-Schad, MSW, LSW. 

“It is imy int to talk choices 
over. wit! family members 
before a crisis occurs. That’s the 
ideal, time to make these deci- 
sions."’ 

Advance Directived Day will 
be Wednesday, March 10. 

St. Elizabeth Medical Center 
social workers will provide resi- 
dents with advance directives 
and durable-power-of-attorney 
documents. Social workers also 
will. help residents complete 

ents. 

The event will be held in the 
President’s Room on the ground 
floor of the medical center from 
11:30 a.m. to 2 p.m. 


Great Tips 


The Alzheimer’s Support 
Gi will be '* 
11. refi Harmon ‘from * the 


Alzheimer’s Association of St. 
Louis will discuss the Family 
The Brose. wilt meet in ‘the 
President's mon the | 
floor of the medical center from 
6:30 to 8 p.m. This meetingis 
open to anyone interested in 
finding out more about Alzhei- 
mer’s and how to care ‘for 
Alzheimer’s patients. oe 
“We are seeing an increasing 
amount of Alzheimer’s patiénts 
as the elderly lation contin- - 
ues to grow,’’ Probus-Schad 


said. ny 
“It is affecting more families 
in our community and frequently 
they are not aware of how..to 
deal with the disease. This 
gram identifies what reso 
are available and explains’ a 
family treatment plan they can 
use.”” 


A Product Fair will be held 
Thursday, March 25, in the Ket- 
teler Center gymnasium... at 
SEMC from 1 ta 3:30 p.m. tb 

Representatives of duridble 
medical equipment companies, 
nursing homes, At Home Care, 
and home heaith agencies will 
be available to answer questions 
about their’ products and servic- 
es. 4 ‘ 

The fair is open to anypne 
interested in learning about 
these products and services. 


On f 


African Violets 


Wofford is a psychology and sociology major at SBU juice, soft pretzeP 


‘Those students listed on the chancellor's list have been enrolled 


From The Experts At... 


green peas, cake with chocolate 


fm at least 12 credit hours and earned a grade point average of 
.85 to 4.0 on a 4.0 scale. 
Southwest Baptist University is a Christian educational institu- 
ion offering undergraduate and gradyate degrees with over 50 
ademic areas of study. 


Whak-a-Way ts Cot-o Way 
Rent a Chrysler Mini Van 
5 


Rent a 1993 Chrysler Mini Van 
Well-Equipped, Cruise, Tilt, Steering 


WEEKEND 
EXAMPLE 


Out Fri. at 4:00PM, return by 8AM. Mon. 
or Sun. Night drop equals 2 days. 








ig Brothers meeting 
saeiF Brothers/Big Sisters of 
wréuthwestern Illinois will hold an 
3 Seay meeting for per- 
s interested in, becoming a 
a Brother or Big Sister on 
e esday, March 10. 
Ey he meeting will be held from 
S830 p.m. to 7:30 p.m. at the Big 
sBfother/Big Sister Office at 7705 
Main St., Suite 9, Belleville. 
Big Brothers/Big Sisters 
wserves children in St. Clair and 
Madison counties who come 
Tom single parent families. 






* STOCKS «BONDS » MUTUAL FUNDS 
® CD'S » ANNUITIES 


DENNIS L. 
NOBBE 
Registered 
Representative 
3261 Fehling Road 
#9 Central Square 
Granite City, Ik 62040 


(G18) 876-2122 

























SSENS & SONS, INC. 


DOWNTOWN. EDWARDSVILLE 









SOCCER TICKETS 


“NAME-THE MASCOT” 
CONTEST RULES 


1. Fill in your name, address, 
hone number, and age on the 

Front side of this form. 

2. Color the picture. 

3. Name the mascot. 

4. Tell us why you like this name. 

5. Return the completed form to 

The Sports Authority locati6n 

nearest you. All entries must be 

received no later than 6:00 p.m. 

Sunday, March 14, 1993. 

6. All entrants will receive a Buy 

One-Get One Free Coupon 

redeemable for tickets to the 

March 20, 1993 Ambush vs 

Milwaukee game. All tickets 

subject td availability. 











































Selection of Winners 


‘Three finalist from each store will be selected, one 
from each age group. Each finalist will receive four 
complimentary tickets to the St. Louis Ambush vs. 


Sports 
Authority. O: nd ‘winner will be selected 
from the finalists on March 20th to Lick out the fist 
ball and get their picture taken with the mascot 
and their favorite Ambush player. Finalists must be 

March 20th to receive their prizes. In 












All entries become the exclusive property of the 

Mascot Name St. Louis Ambush, The Sports Ruthority. and 

R Suburban Journals. Winning mascot name will 

eason become property of the St. Louis Ambush. 

2 Employees of the St. Louis Ambush, The Sports 

Authority and the Suburban Journals along 

with their immediate family members are not 
eligible to participate. = 
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‘WOES Watson Re. 
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frican Violets were 
discovered in Africa in 1892. 
‘They were introduced to the 
United States In 1894 and were 
commercially grown for sale in 
1936 by a grower in Los Angeles. 
Since this time they continue to 
grow in popularity. 

. African Violets are 
currently considered one of the 
most popular hobby plants in 
America. Growers have greatly 
improved the selection of 

2 cultivars available 
to the 
bay customer. 









consider 
collecting 
African Violets 
rather than baseball cards, coins 
or baby spoons. If you're 
interested in collecting violets, 
you'll find a great selection of 
varieties at Frank's to get your 
collection started. 

‘There are thousands of 
varieties of African Violets to 
choose from. For beginners its 
best to choose the ones with 
plain, green leaves rather than 
the fancier types, which are not 
as easy to grow. Once you get 
the hang of growing them you 
can try the fancy ones. 

Not many plants can equal 
the African Violet's ability to 
thrive and bloom indoors. For 
this reason they have become 
one of the most popular 
houseplants available today. 





And despite their reputation 
of being very temperamental... 
African Violets are actually quite 
easy to grow. The following tips 
from the experts at Frank's 
should ensure your success. 







URSE & CR 





feeeaee) he care of African 1 
Violets is'easy, but controversial, 
because everyone seems to havé, 
thelr own techniques and ideas. 
Whatever works for you keep 
doing it. Here are some tips to 
keep in mind to get you started: 


Light 
African Violets prefer 2 to 3 
hours of sunlight dally from an 
east or west exposure. They also 

grow well under fluorescent 
lighting. If you use fluorescent 
lights, place them approximately 
12” above the plants and keep | 
~ them lit at least 12 to 14 hours 
per day. =. 


Water 
Allow the top half of the pott! 
mix to dry out between 
waterings. When watering... 
thoroughly wet the soll with == 
lukewarm or room temperatufes 
water. Avoid wetting the foliag@® 
with cold water...this can cause 
spotting. Violets are sensitive to! 
overwatering. This will cause the 
roots to rot. Do not allow pot to} 
sit In saucer of water. ' 


Temperature ‘ 
The average temperature range ! 
is between 65° and 75°F. Its best 
to have 
warmer, 





I 
= 
~ 








during 
the day + 
j and cooler 


away from cold windows. | 
Sudden changes in temperature, 
should be avoided. ‘ 


Fertilizing _ 

When the plant is actively 
growing, an African Violet food | 
or Nowering plant food can be 
used. Just follow the directions | 
on the label. 


Additional Tips 

To maintain attractive leaf 
symmetry, rotate the plant 90 
degrees every week. Remove 
flowers as soon as they fade to 
encourage new ones to form. 
When repotting Is necessary use 
a potting soil specifically 
recommended for violets. 


= 
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Violets and their accessories 
for your collection! 
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Beverly. Birk 


Beverly Jolene 


(Trobaugh) 
Birk, 54, of Granite City died at 
8:35 a.m) Thursday, March 4, 199: 





at Barnes Hospital, St. Louis, 
where she had been a tient for 
one day. She had been ill for three 
years 

Born in Clarkton, Mo., on Jan. 6, 


she had been a resident of 
ite City for 33 years. She was 
‘an executive secretary for Madi 
Son County Mental Health Servic- 





‘ Survivors include her husband. 
Ponald F Birk Sr of Granite Ci ao, 
Svhom she married Oct. 18. 1987, i 
St. Louis. three children, Tina 
Brokaw vf Fort Eustis, Va., and 
Patricia Topal and Michael Topal, 
both of Granite City; two sisters. 
sy Moore of Springfield. Mo. 
M K. Robinson of West 
Va ; and four grandchil- 





bury, 






he was preceded in death by 
parents, James Walter Tro 
augh and M Magdeline ( Rob- 














on) Trobaugh 

There will be no visitation 
Memorial services will be held at 1 
p.m, today at Irwin Chapel, 230 
Madison Ave., Granite City, with 
Rev Peter Rhea officiating. As 
she requested, her remains will be 
cremated 

Memorials are suggested for the 
American Caneer Society or 
American Lung Association 

* 

«Marguerite Barker 

Marguerite J. Barker, 79, died 
at 10:40 p.m. Friday, March 5 


1993, at her home in Granite City 
Born September 4, 1913, in Terre 
Haute. Ind.. she was a long-time 
Granite City resident and active in 
many organizations 
Arrangements are pending at 


Irwin Chapel, 3960 Maryville Rd 
931-8000) 
Ray Vaughn 


Ray D. Vaughn, 22, of Belleville 
died at 1 a.m. Friday, March 5, 
1993, at his residence after a 
lengthy illness 

Born in Stewart County, Tenn., 
on Nov. 7. 1910, he was owner of 
Ray Vaughan’s: Wrecker Service 
and Garage in East St. Louis from 
1945 until 1978. . 

After selling his business, he 
was a truck driver for M and I 
Construction until he retired in 
1985. He was a member of Team- 

sfSters Local 50 and was a volunteer 
vat-the Bi-County YMCA for many 
ears 
Baptized at Rosemont Baptist 
“Church on May 1, 1977, he was 
active in the Men's Signet Class, ~ 
the Bus Ministry, Men’s Prayer 


Group, Metro East Baptist Mis- 
sion Work and the building of Tow- 
erview Baptist Church, formerly 
Rosemont Church. 

Survivors include his wife, Jean 
(Triplett) Vaughn of. Belleville; 
two sons, Michael and Daniel 
Vaughn, both of Belleville; a 
daughter, Mary McCormick of 
Godfrey, two brothers, Sidney 
Vaughan of Granite City and Earl 
Vaughan of El Monte, Calif.; three 
sisters, Elsie Mathenia, Viola Bel- 
mer and Margueriete Hildreth, all 
of Granite City; and three grand- 
children. 

He was preceded in death by two 
sons, David and Timothy Vaughn; 
his parents, Dave and Sadie 
(Mann) Vaughn; and two broth- 
ers,. Ralph Vaughn and Gerline 
Bagwell. 

Visitation will begin at 2 p.m 
today at Kassly Colonial Mortu- 
ary, 9900 St. Clair Ave., Fairview 
Heights. Visitation will also be 
held from 10 until 11 a.m. Monday 
at Towerview Baptist Church, 2401 
Lebanon Ave., Belleville, where 
services will be held at 11 a.m. 
Monday. with the Rev. Tom 
Eggley officiating. Burial will be 
at Mount Hope Cemetery, Belle- 
ville 

Memorials are suggested for 
Hospice of Southern Illinois Inc. or 
Towerview Baptist Church Music 
Fund. 





James Alsop 
James H. Alsop Sr. of Granite 


City died at 1:13 p.m, Friday, 
March 5, 1993. at St. Elizabeth 
Medical Center in Granite City 


He had been ill for one year 

Mr. Alsop was born Jan: 15, 1918, 
in Granite City. He was employed 
by Granite City Steel as a crane 
operator for more than 25 years, 
retiring in 1975. He was of the 
Protestant faith. He belonged to 
the Eagles Aerie #1126 

Survivors include his wife, Dor- 
othy (Bauer) Alsop, whom he 
married in 1977; his son, James 
Alsop of Granite City; a stepson, 
Chuck Pabst of Bridgeton, Mo.; a 
stepdaughter, Debbie Beas! of 
Grenite City, a brother, Thoimss 
Alsop of Granite City; and seven 
grandchildren 

He was preceded in death by his 
parents, Arthur Hyles Alsop and 
Clara Pauline (Graf) Alsop; anda 
brother, Robert Alsop. 


Visitation will be at 4:30 p.m. - 


today at Irwin Chapel, 3960 Mary- 
ville Road, Granite City, where 
services will be at held 1 p.m. 
Monday. Burial will be at Calvary 
Cemetery in Edwardsville. Memo- 
rials are suggested to the Alzhei- 
mer’s Association. 


Glenn Tucker 


Glenn (Ted) Tucker, 85, of Gran- 
ite City died at 5:30 p.m. Wednes- 
day, March 3, 1993, at the Meadow- 
brook Nursing Home in 
Caseyville. He had been ill for one 
year 

Born Aug. 10, 1907, in Green- 
ville, Mo., he was resident of 
Granite City for 71 years. He 
worked as a painter at Foster 
Manufacturing Co. in St. Louis for 
40 years before retiring in 1973. He 
was of the Pentecostal faith. 

Survivors include his wife, Leo- 
la (Pyles) Tucker, whom he mar- 
ried in 1931; two daughters, Glen- 
na Mae Staggs of Granite City and 
Carol Cuccatti of Port Charlotte, 





Fla.; a brother, Carl Tucker of 


Colonial Mortu- 
Webster Groves, Mo.; two sisters, ary, 1201 Camp poate romonesi pr 


Lucille Martin of Pontoon 
and Helen Alt of Fredricksburg, 


Va.; seven grandchildren and-one— 


great- andchild. 
Visitation will be held irom 3 
p.m. to 9 p.m. Friday at Werner 
Chapel, 3939 Lake Drive, Pontoon 
Beach. 
Funeral services will be held at 
11 a.m. Saturday at Werner Cha- 
1 with Rev. Eddy Brown officiat- 
ing. Burial will be at Sunset Hill 
Memorial Estates in Glen Carbon. 


The family si ts memorials 
to the Meadowbrook Nursing 
Home. 





Sister Schneider 


Sister Mary George Schneider, 
66, of the Sisters of Divine Provi- 
dence, Florissant, Mo., died Satur- 
day, Feb. 27, 1993, at Christian 
Hospital Northeast, where she had 
been a patient for five days after 
suffering a stroke. 

She was director of risk man- 
agement at St. Elizabeth Medical 
Center, Granite Cit 

Born in Peoria, Il., on Dec. 7, 
1926, she grew up in Wisconsin, 
moved to St. Louis to attend Font- 
bonne College, and from there 
entered the Sisters of Divine Prov- 
idence as a postulant in 1947. 

After being professed, Sister 
Mary George taught at St. Mary’s 
School in Madison in 1949, Ascen- 
sion School and Mount Providence 
School, both in Normandy, Ma., 
and then trained as a laboratory 
technician at St. Louis University. 

In 1956, she completed her 
degree and began working at St. 
Elizabeth Medical Center in Gran- 
ite City. She served as laboratory 
director until 1985, when she 
became the director of risk man- 
agement for SEMC and expanded 
that department. 

She was a member of the SEMC 
family for 37 yéars and the Sisters 
of Divine Providence for 46 years 

Survivors are several cousins in 
the St. Louis area, including 
Joseph E. Schneider of Ellisville, 
Mo., and his children. She also has 
surviving relatives living in Wis- 
consin 

She was preceded in death by 
her parents, George and ‘Arabel 
Schneider. 

Mass was celebrated Tuesday, 
March 2, at the Mother House of 
the Sisters of Divine Providence, 
Florissant, with Steve Missey. 
director of safety at SEMC, and 
Sister Mary Sue Mertens, provin- 
cial superior, delivering the eulo- 
gy. Burial was at the Mother 
House Cemetery, Florissant. 


Mabel Potts 


Mabel O. (Turkle) Potts, 73, of 
Cahokia died Wednesday, March 
3, 1993, at St. Elizabeth Medical 
Center, Granite City. 

Mrs. Potts was born in Snyder, 
Okla., on May 6, 1919. 

Survivors include two sons, Wil- 
liam T. Potts of Madison and Mau- 
rice C. Potts of Cahokia; three 
daughters, Mary Smith of Bowling 
Green, Ky., Molly Kuykendall of 
Plymouth, Ind., and Patricia 
Burns of Cahokia; two brothers, 
Ross Turkle of Stockton, Mo., and 
William Turkle of Walcott, Iowa; 
a sister, Beulah Sayers of Indepen- 
dence, Kan.; 10 grandchildren; 
and friends, Michelle, Travis and 
Nichole. 

She was preceded in-death by 
her husband, Thomas E> Burns, 
and half brother, Roy Turkle. 

Visitation will begin at 3 p.m. 





Program teaches students leadership 


The vision of making tomor- 
row’s world better by developing 
leaders today is the guiding 
vision of the National Council on 
Youth Leadership (NCYL). 

NCYL, a national organization 
based in St. Louis, sponsors ‘30 
Days of Fitness," a leadership 
program for St. Louis and Metro 
East area high school juniors. 
Teams ‘composed of 10 juniors, 
guided by a faculty member, are 
given the opportunity to develop 
leadership skills by planning and 
implementing wellness programs 
in their schools and communi- 
ties 

This year 56 public, private, 
city and county high schools will 
be participating in the 1993 pro- 
gram. The ‘30 Days’’ event is 
built on the concept that teens 
can be problem-solvers and lead- 
ers rather than being viewed as 
causing the problems. 

The concerns ‘of AIDS, guns, 
vidlence, alcohol and tobacco 
abuse, and teen suicide strikes 
hard at our youth. ‘'30 Days” 
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empowers 560 students to use 
positive peer pressure to help 
reduce health problems. 

“30 Days of Fitness’’ helps its 
Pack ints learn to be leaders 
ry I 


‘Students will kick off their role 
on Tuesday at Washington Uni- 
versity when they attend leader- 


The Hower Emporium 
S “We care, 
because you 


care.” 
SOE Keene ot Boe Road — 


‘618/931-6593 ox. 






ship workshops and hear Carole 
Harder, NCYL national chair- 
man and motivational s ker. 
Matt Biondi, Olympic medalist, 
will greet the students. 

Teams will spend April imple- 
menting wellness activities in 
their schools and communities. 


Educators provide support 
along with 11 hospitals, business- 
es, community health agencies, 
service organizations and indi- 
vidual volunteers. 

NCYL’s “30 Days of Fitness” 
is held in conjunction with Wash- 
ington University, St. Louis 
County Youth Programs and 
radio station KMOX-AM (1120). 

For information, call Judy Lip- 
sitz, 647-5633. 
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today at Kassly 


wi 


held at 1 p.m. Monday, with the 


Rev.John- T_ Myler_officiating. 
Burial will be at Jefferson Bar- 


racks National Cemetery, St. Lou- 


is County. 





Harrison 
Naomi N. (Wright) Harrison, 73, 


Naomi 


of Granite City, formerly of Madi- 
son, died at 4:26 a.m. Friday, 
March 5, 1993, at her residence. 
She had been ill for two months. 

Born in Perry County, Mo., on 
Dec. 29, 1919, she had been a 
resident of Granite City since 1976. 

She and her husband were own- 
ers of the Dollar Store in Madison 
for 21 years, retiring in 1975. She 
was a member of Holy Family 
Catholic Church, American Asso- 
ciation of Retired Persons, St 
Mary’s Catholic Church and Mas- 
tectomy Recovery Club and was a 
volunteer teacher's aide at ly 
Family School. 

Survivors include two sons, John 
Harrison of Granite City and 
James Harrison of South County, 
Mo.; a daughter, Bonnie Huss of 
St. Charles, Mo.; a stepdaughter, 
Patricia Burns of Fontana, lif. ; 
a sister, Jume Yount of Mexico, 


Mo:; two brothers, James Wright 
of Guittin Ga., ‘and Reve 
eee ee J canaren of Vero Beach, Fla.; and 


1G ras preseded in death by 
her tasted: William Harrison, 
who died Dec. 26, 1982, and her 
Barents William and Hazel 


tation will be held from 4:30 
.m. today at Irwin Chay 
adison Ave., Granite City, 


to 8 
2801 


day at Holy Family Catholic 
Church, 2606 Washington Ave., 
Granite City, with the Rev. Bill 
Fisherkeller officiating. Burial 
will be at Sunset Hill Memorial 
Estates, Gren Carbon. 
Memorials are suggested for the 
American Cancer Society. 


William Presson 


William ‘‘Bill” Presson, :62, of 
Cahokia died Wednesday, March 
3, 1993, at his residence. 

Born in Sikeston, Mo., on April 
15, 1930, he retired in 1990 as a 
printer for the General Services 
Administration, St. Louis,. where 
he worked for 30 years. 

He was an Army veteran of the 
Korean War and a member of 
American Legion Post 784. and 
Centreville Men's Club. 

Survivors include two sons, 
Michael Presson of Granite City 
and Kevin Presson of Centralia; a 


daughter, Teresa Cronovich ‘of - 


Collinsville; two sisters, Glendola 
Schoenhard and Lorene Kordon- 
owy, both of St. Ann, Mo.; extend- 
ed family members, Cindy and 
Tom Horn, and seven grandchil- 
dren. 

He was preceded in death by a 
son, Anthony Presson, and his par- 
ents, William L. and Bertha (Hin- 
ton) Presson 

Visitation will be held from 4to9 








John Kulasza —- 


John S. Kulasza, 44, of Granite 
City, formerly of Madison, diediat 
riage .m. Friday, March 5, 1998'at 
St tary’ 's Hospital ip East: St 


eect 


Mr. Kulasza was born in Edgt'St. 
Louis on Oct. 2, 1948. He—-was 
employed by the U.S. Postal Ser- 
vice in East St. Louis for 10 years. 
He was a member of St. Elizabeth 
Catholic Church in Granite City, 
and a member and secretat}\of 
the Umpire’s Association. “He 
served as a U.S. Army Mifjj y. 

lice officer. He was also a mem- 

of the Amateur Softball’ 
ciation, coach of the St. Elizabeth 
Catholic School basketbaH. team 
and an Illinois State High School 
basketball official. 


Survivors include his wife; aay 
(Pogorelac) Kulasza; two 'sons, 
Brian and Tyler Kulasza, who'live 
at home; two daughters, Rachel 
and Lauryn Kulasza, BTS at 
home; his mother, Ma et 

Kulasza of Madison; 





(Yurchak) 
and three sisters, Janet Gri, of 
Chicago, and Theresa ean 
and Mary Marler. both of \di- 
aor. vee 
He was preceded in death.by'his 
father, John Kulasza, who diedin 
1980. rf 





Funeral arrangements are 
pending at Thomas Mortuary, 2205 

ntoon Road, Granite City. For 
(618) 


= 


more information, call 


876-4321 
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(Continued from Page 1A) 


turns the proposal, it will mean 
the loss of $481,000 in annual rev- 
enue for Granite City ‘and 
between $60,000 and $70,000 a 
year for Madison. 

‘“‘“(Edgar) made a promise 
when he was elected governor 
that he would not bother this 
money. Here comes Jim Edgar, 
telling us how nice he is and 
what he is going to do for us. 
But ‘now he wants to cut this off 
when we need it most. We're at 
the point of no return,"’ Bellcoff 
said. 

“I don’t think Gov. Edgar has 
any idea of city government and 
how it works,”” Cruse said. 

“*I bet I know more about state 
government than he knows about 

city government, He is making 
this an issue of ‘concrete versus 
kids,’ but that just isn’t the case. 
if he only knew the respolsi- 
bility we have for emergency 





services — fire and police pro- 
tection — I don’t think he'd 
make the statements he's mak- 
ing. 


“The people pay the income 
tax, and get most of their servic- 
es from the city. He’s not talking 
about abolishing the tax. He's 
talking about keeping it and then 


spending it somewhere other 
than where it came from,” 
Cruse said. 


“TI think what he’s nea doing 
is campaigning for re-election, 
using the kids and teachers — 
who, by the way, have the larg- 
est lobbying organization in the 
state — to further his political 
career,” Cruse said, 

With the. loss in revenue that 
would result, Cruse said, either 
a reduction in services. or an 
increase in taxes would be nec- 
essary. ; 

“But (Edgar) is also pro sin) 
a property tax freeze. The only 
alternative would be to lay off 
city personnel,’’ Cruse said. 

rge percentage of Madison 
résidents are senior citizens ‘on 
fixed incomes. “There is no way 
we can turn to our citizens to 
make up that deficit,’ Bellcoff 
said. 

While Republicans are rallying 
behind Edgar’s plan, the propos- 
al is far from a ‘done deal,” 
“Democrats in the legislature are 
warning. 

Sen. Frank Watson, R-Carlyle, 
said Edgar's proposal concen- 
trates on the needs of Illinois’ 
dren important asset chil- 











s m pleased that the gover- 
nor is calling for a $110 million 


increase for education,’’ Watson 
said. 
“In fact, much of the growth 


in the budget will be in areas 
directly benefiting young people, 
including $118 million more to 
help abused and neglected chil- 
dren through the Department of 
Children and Family Services.” 
“It_ appears to me the choice 
‘Do you want to put it into 
Hall or take care of abused 
neglected children,’ 
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Rep. Ron Stephens, R-Troy. 

« But area. Democrats are call- 
ing for state spending cuts rath- 
er than diverting the surcharge 
money. 

““Where we can, we will cut 
this budget to provide some 
relief to local governments,’ 
said Rep. Jim McPike of Alton, 
House majority leader. 

Democrats control the House, 
which, along with the Republi- 
can-controlled Senate, must 
approve the bu 

Under the initial surcharge, 
the 2.5 percent personal income 
tax rose to 3 percent and the 4 
percent business income tax 
climbed to 4.8 percent. a 5-to-8 
proportion is required by the Ili- 
nois Constitution. 

Part of the surcharge later 


was made permanent but the 
rest is set to expire June 30, 


when the individual income tax 
would be cut to 2.75 percent 
from 3 percent 





“Stealing the surcharge away 
from local government is not an 
issue of concrete vs. children,’ 
Democratic Rep. Jay Hoffman 


eParks 


(Continued from Page 1A) 


expressed their appreciation to 
all who have purchased trees. 

To further show their appreci- 
ation, and to demonstrate their 
dedication to Providing areas of 
beauty and recreation, an equal 
number of trees and shrubs have 


been added in the renovation of - 


Memorial Park, Civic Park and 
Loman Park and in the creation 
of the Japanese Garden/Tran- 


yes in Wilson Park. 
e p am of “greening all 
orien our parks”’ is continuing. 


Even though there has. been an 

“‘outstanding response’’ by -the 
public, she said, there is still a 
need for additional donated 
trees: 

The cost of planting a tree will 
be determined by the size of the 
tree to be planted. The smallest 
tree which_ will be planted will 
cost $40 and ‘the plaque for the 
tree will cost $20, for a total of 
$60. 


The species of tree will also be 
a factor in the cost. 

If the donor desires, it is also 
possible to purchase trees with- 
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FUNERAL HOME, LTD. 
2ist and Cleveland Blvd. 
Granite City, IL 62040 
(618) 877-0120 


of Collinsville said. ‘It’s anepue 
of whether we want t ve 
police protection or g fire 
protection or see our property 
taxes go through: the roof." 
“Whatever it takes, municipal 
officials throughout this state are 
going to make certain ; the 
income tax surcharge is just{fied 
to their citizens,"’ said Munieipal 





League Executive Dire¢tor 
Thomas Fitzsimmons. ‘‘Local 
citizens pay the tax; ‘why 


shouldn't they see local prob- 
lems be solved with their rfhon- 
ey?” 

Originally passed in 1989,’ the 
surcharge was to last only: two 
peers but the Legislature ‘niade 

If of it permanent in 1991 and 
extended the other portian.tor 
two more years 


The. money. f: the 
sf 
education: -, 


“We know the schools need 
(more) money 2 Bellcoff sid. = 

“But the cities need then 
ey, too. We all do.” 

-. Some information for: this 
story was provided by the-Alton 





Telegraph. 
~~ 
a. 
= & 
4 


out the designatthg plaques. oo 


Anyone or any group ii rest. 
ed in this program may ae 


the Wilson’ Park offife 
877-3059. : z 
Bill Monical, groundskee; 


will be availble to consult on 
program, and also is available’ 
speak to groups to explain 
program. 

“In addition to the tree ‘prd- 
gram, Monical will. be happy 
assist you with your questions: 
general, in reference to ne 
gardening plans or problemag 
Sanders-Miles said. 

.All trees to be planted in 
park must have the aiprovalt 
the Park District, and the r 
trict will also designage 
approved areas for planting. 

t will also be possible to pa 
chase and designate trees that 
have already been planted By 
the’ Park District. e. 

She concluded, ‘Granite ¢ 
citizens are encouraged a 
invited to visit and participa tegn 
all of our parks, to ol serve 
improvements and to gather i 


as for your own landsca) in, ‘or 
garden. * R 3 . - 
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Rev. Mick A. 

Popitchak. 
We wish to extend our heartialt 
gratitude tothe niente ttiends for ali 
the kind expressions of Tove and sympa 
extended to us during the recent passing 
Rev. Nick Allen Popilchak, on Sunds 
February 21,1993: Mrs. Be 
Jones, Rev & Mes. John. Gambli 
Members of Grace Baptist Church, Rev. 
Mrs. Wayne Musaties; Members of Cent 
Baptist Church and echool, Rev. te 
Wilkinson, Members of it Third Bap 
Church, Churches ofthe Madson Eau 
Baptist Associatiol 

Mae ne Paik 
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<8 The Drusilla Andrews 


FAMILY 
‘Drusilla Andrews Chapter honors 2 local DAR good citizens 


~Haighters of the American Hev- eee & 


met A 
the ‘lor of ee Unit- 
ed Methodist Chi to honor 
the year’s DAR Good Citizens 
from the local schools. 

School Good 


The Venice 

re wa: ecto Mp Rarhelle 
matter A. Crawford of Baaaison 
andthe Granite oy Bias 

Good Citizen was ci ch seeing 
daughter of Mr. and Mrs. Mack 
Jottnson of Granite City. 


he honorees are chosen by’ 


oli individual ‘schools. To be 

ee, Ly art must be 

f the senior class and 

bai abe either male or female. 

“paaities that are considered are 

endability, rvice, leader- 

ida ioenig, ‘cha t, 

oe! pter regent 

: icomed the guests and mem- 

bers. She shared information 

‘about the DAR. Judie Schatz 

“told the group about the back- 

ground of the chapter's name. 

A. program entitled, 
toper Disposal of a Flaj 


“i ppeoneed by Sandra Wilkinson, 


rrator, assisted by Georgia 
ike, Nancy Emahiser; Janet 
a ison, Koenig, and Schatz. A 
*JaFge, tattered and torn Ameri- 


» a2. Flag was cut apart by 
* Scha' 


tz-as Wilkinson read_state- 

nts about the significance of 
and mentioned some ‘of 

the places where American 
“Flags have been, including the 


flag’ that flew over Pearl Harbor 


on Dec. 7, 1941. 


Let us make your wedding day one 
xo) i\ that you will treasure forever, We 
feature a complete line of elegant 


Farison Gra 


invitations Sand d accessories 


Johnson, who plans a ae in 
medicine, was a representative 
to Illini Girls’ State and a mem- 
ber of the National Honor Soci- 
ety. She has been-a DARE role 
model and an ALPHA peer lead- 
er. For three years she has been 
a member of both the varsity 
soccer and volleyball teams. She 
was selected as a member of the 


Both honorees had a wide 
range of activities and communi- 


to become a registered nurse, 
has.served for four years as her 


PRESSURE 
SCREENING 


by Memorial Home Care Services 


St. Clair Square 
eeeeePacesetterSitce 


Monday, March 8 


8 a.m. to 9 a.m. 
(Lower Level - St. Clair Square) 


Sponsored by 
Memorial Hospital, Belleville 
and 
St. Clair Square 


2 for 
‘548 


“Arlington” 
Welcoming dimensions and 
alluring tailoring give this 
casual style a trendsetting 
‘flair. Pillowed arms and 
channelled back offer great 
comfort. illustration similar. 


2 for 
°648 


“Triumph” 
Tufted back and rolied 
arms make this transitional 
style perfect for many de- 


cors. Great 
comfort. 


La-Z-Boy® 


“Pompano” 
Classi¢ contemporary lines 
with exposed oak arms, tall 
back for comfort and nar- 

“tow size perfect for a small- 
er area. 


11520 ST. CHARLES-ROCK RD 
V2 MILE FROM LINDBERGH " WATSON & MACKENZIE MANCHESTER AND MASON 
MON.-FRI., 9-5 SAT., 9-3 


Pt fo eee “All-Conference Sec- 
‘eam"'’ and also received 
the * it’ award in v ball. 
She served as a for 
a annual Elem: Science 
air and has been a it 
bees ae 
She has also volunteered her 
vice at St. Elizabeth Medical 
Center,’as a clerk at the Trea- 
sure Shop, at Holiday Harvest, 
nee: Bigoder 3 the DARE “Drug 


fa 


Granite City Sunday Home Journa’ 


Local scholarships to be offered 3} 


ications for 1993 scholarship grants through the Granite Ci 
sche ool counselors Foundation are now available at the Granite City” 


Seatuvel in tiie gseiisint Ge -8i.000, will be granted to gra: 
in sentore (rom Granite City High School to help gto grade 


expenses. 
a beloctions wil rhea made on oe eee of siege need andsa 
screening "Ss Judgmen of students" ity to 
in & chosen program of college work. Be “6 oe 
Applications must be postmarked before midnight April 15. = 


The funds for the are raised itributi 
area businesses and ivie cxtentontione aiteniog oe sia i 
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with this AD. 
MOST REPAIRS WITHIN 
24 HOURS!! 


SOLD ELSEWHERE OUR PRICE 
695° agg" 
895” 639° 
689" 539° 
7715" 539° 
895% 589° 
689" 539° 
489° . 
789° 
489" 


MODEL 
CE-8 Full Shell, 
CAS-1 Canal. 


MC-1000 F.S. 
Canal... 
Full Shell 


950° 
695° 


GUARANTEED LOWEST PRICES ON NATIONAL BRANDS STATE LICENSED 


la Fa tif eee -V/ okay ee) DY ae 


a 


AMERICA’S HEARING AID SUPERSTORE 
FTEL-351-1200 of TOLL FREE 1-800-264-4327 


NORTH 


BY APPT. ONLY 


7225 WATSON RD. 


WEST 
2190 S. MASON RD. 


SOUTH ea EAST 
ST. CLAIR SO. 
FAIRVIEW HEIGHTS 


BY APPT. ONLY BY APPT. ONLY 


‘588 


“Kimberly” 


A sophisticated silhouette 
with understated style. 
Trademark Queen Anne 
features include winged 
back styling and cabriole 
legs in brown mahogany. 
Comfortably designed to 
recline on demand. 


2 for 
‘748 


“Paramount” 


You'll enjoy the full-body 
comfort of this casual style 
that reclines like @ chaise. 
With a_ channel-stitched /# 
headrest, back and foot-} 
rest, it's eye pleasing as 
well as body soothing. Illus- 
tration similar. 


2 for — 
‘788 


“The Melrose” 


The classic arm-and tufted 
back of this gently con- 
toured classic make it ev- 
-ryone's favorite! 
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4x _ The Stars Come Out oo 


48 * March 6-7 on KMOV-4 


for Variety's Special Kids wy 
= he 











t 
WHITACRE BUSCH 
MAN OF THE YEAR WOMAN OF THE YEAR 


This weekend some of the brightest stars in show business will 
appear in person on Channel 4's entertainment-packed 19-hour 
Sammy Davis, Jr. Memorial Variety Club Telethon. Funds raised 
during Variety's 27th Annual Dinner with the Stars and Telethon 
at the Adam's Mark Hotel will benefit 196 children’s agencies 
and help individual disabled-and disadvantaged children as well. 


tars appearing on this year’s Telethon are Jim Byrnes, Angie 
Dickinson, John Forsythe, Mickey Gilley, Tony Orlando, Scott 
Record, Doug Stone, Dionne Warwick and the Dallas Cowboys 
Cheerleaders. The Telethon will also feature major entertainers 
from Branson including Moe Bandy, Boxcar Willie, The Branson 
Brothers, Louise Mandrell, Mel Tillis and other headliners from 
the Ozark entertainment mecca. Channel 4's Robin Smith will 
host the Telethon for the 6th consecutive year. 


Variety's Man and Woman of the Year Edward E. Whitacre, Jr. 
and-Mrs. August A: Bush Ill will be introduced at the 6:30 
Preview Show and will be honored at the Dinner with the Stars. 
Call 821-8184 for reservations. 


This week Idcai shoppers will discover a bonanza of more than 
$100 in-savings on major food and household items in the 
March 10 issue of the Suburban Journals which will include the 
CASH FOR KIDS coupon supplement. Clip and use the 
coupons at your favorite supermarket and help Variety's kids. 


The Variety Telethon is sponsored by the Adam's Mark Hotel, 
Anheuser-Busch, Inc., Boatmen's Bank, Emerson Electric Co., 
Monsanto Company, Southwestern Bell Corporation, the St. 
Louis Post Dispatch and TWA. KMOV-TV, Channel 4 
contributes 19 hours of television time and assumes production 
costs as well. 





cash for n tor Kids Fooa inausty Promotion 


Over =100° in savings = 








aa DIONNE WARWICK 
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etting the most 
out of Mosby 


Guard serving Warriors well 


By Tony Panozzo 
Staff writer 


After losing four starters from a 
fégional chidmpionship team to gradua- 


tion last year, John Van Buskirk had the — 


enviable task of rebuilding from 

ost scratch in his first season as the 
Warriors’ head basketball coach 
fortunately, when Van Buskirk took 
Over, there was someone to share in the 
work: Larren Mosby. Mosby was the one 
eer left over from the 1991-92 season. 

iow, with all said and done, Mosby 

has turned out to be more than just the 
Warriors’ two-year starter at point 
guard. He is the mainstay of the pro- 
gram. Like Van Buskirk and assistant 
coach Tim Hogan, Mosby has seen the 
Warriors go from a season of success to 
starting over. 

And Mosby, a junior, still has a year 
left with the team. The Warriors finished 
7-47 this year, 20-8 last year. 

“I've been through a lot,'’ Mosby said. 
“We've had some tough times, and 
sOmetimes I thought I was the cause of 
it. We thought we were going to get to at 
Teast .500 this year, but it just didn’t 
‘work out."’ 

It's difficult to measure how important 
Mosby was to the Warriors ‘this year. 


Mosby came into the season knowing 
there would be heavy demands of him, 
that he was the player to build around. 

Not many Pon guards are asked to 
bring the ball up court, score, serve as 
the team leader and see to it that the 
rest of the team’s players improve. But 
Mosby knew he had little choice when 
Granite City coach John Van Buskirk 
outlined all of the above for him back in 
November. 

As the season unfolded, several players 
stepped up for Granite City. Senior’ for- 
ward Jon Duft became the team's scor- 
ing leader and one of the best 3-point 
shooters in the area, Les Nunes, Jason 
Black, Pat Curry and fo®wards Steve 
Rains, P.J. Hamilton and Jim Clutts 
emerged to take on starting roles 

But it all began with Mosby, who was 
ready and willing. 

“Larry had a hand in everything we 
did,’* Van Buskirk said. “‘We asked him 
to do more than anyone out there. We 
asked him to be a scorer as well as .our 
pant guard, and he did everything to the 
est of his--ability and never com- 
plained.” 

The work has turned Mosby into one of 
the best point guards in the Southwestern 
Conference, if not the best. He averaged 

(See Mosby, Page 3B) 





(Staff photo by PAM DOEPKE-HURD) 
Granite. City junior Larren Mosby averaged 12 points this season as a point 
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Madison resident 
bowls 758 series 


Ann Prothro, bowling im the 
Saturday Nite Striker 
League at Cotton Lanes in 
Carbon, rolled games of 298, 213 - 
and 246 for a 758 series Feb: 29. 
Both were personal bests. 

Prothro, who lives in Madisof, 
bowls one night a week and has 
a 183 average. - 


GCSSA coed league 
has several spots 


The Granite City Steel Softball ~ 
Association ‘has openings avail- 
able for the Friday. Night Coéd 
League. For more information, 
call Ray Hunter at 931-5634 or 
Tim Morton at 876-7745. 


Legacy to stage 


scramble tourney: 


The Legacy Golf Course will 
hold its third annual St. Pat 
rick’s Day Tournament next Sat; 
urday 

The tournament is a 4- person 
scramble and will begin @t 8 
a.m. The fee of $160 per team 
covers greens fees, carts, prizes 
and a meal of corned beef and 
cabbage with beverage. 

For more information, call 
931-4653 or 726-4653. 


Lady Warriors 
finish season, 
look to future 


‘Loss of two seniors 
concerns Lobdell 


By Scott Wuerz 
Correspondent 


The Granite City High School 
) gifls “basketball team’s season 
Just last oe rite a 71-50 


_« Gadled ad 
—s OP ike ‘CaLlinsville Sec: 


pate coach Allen Lobdell has 
n to ponder possible 
al ro “seh ore to a team that 
fi ed a ‘‘disappointing’’ 17-9 
The Lady Warriors struggled 
around the .500 mark for the 
first half of the season and were 
@nable ‘to stick to their proven 
ie plan of getting the ball 
ito the hands: of junior forward 
E Sarste Cavaness. In the second 
lf of .the season, however, 
Géanite City put together a si 
h® game” winning streak and lost 
P< obly’ to. East St. Louis and Jer- 
» Beyville while winning a regional 
championship. 
On the surface, it would 
@ppear that all Lobdell should 
ve to do to improve on the 
992-93 season would be to have 
his team keep up the good work 
displayed in the second half of. 
the season. He will have the task’ 
of doing it without two key play- 
ers, however 
Senior forward Stephanie Kult 
and center Dana Dresch com- 
pleted their prep basketball 


(See Girls, Page 48) defender in last week’s sectional loss. 
. - ES 


MID-WINTER CLEAR OUT ON PRE-OWNED VEHICLES - 





gm OG | SOME GG | OER 54 5 
a Aca 8405 | a 313,095 | 88 B OG 
oO 4.905 | SA 6.05 | 2 SLUNS44 95 
SLA], ga5 | SLM 5, gg5 | CAEN 59 5 


Pra baetea® 19,000 | $2 SKYLARK °11,995 | Tectttte cen 1 499 

















81 BRAVADA]7 QQ5 | ALL INSPECTED & READY TOGO . 


Very Clean 





FOUR FLAGS UT ORS 


{1 Mite north of 1-270 on Highway 159, Edwardsville 
601 N. Main, Edwardsville 692-4444 1-800 244 


(Photo by MARK BONEBRAKE) 
reers at the end of the season, | Granite City forward Jamie Cavaness tries to shake a Jerseyville 


Organizers hoping 10K road race 
will become area’s annual event 


By Scott Marion 
Staff writer 


The Spirit of St: Louts Road 
Race is about to make its debut. 
The event, featuring a 10K run 
and a 3K jog/walk, will be held 
Saturday, May 15 in downtown 
St. Louis. The race will benefit 
the St. Louis Wheelchair Athletic 
pevcistion. and it is sponsored 
‘ournals, Coca 


by the Suburban J 
Cola, i oma & Jennings and 
inc 

“We hope this (annual) event 
will fill a void in the St. Louis - 
shoes edd caenee pas = 
orga and former Olympian 
Craig Virgin, from Lebanon, IH. 

“The VP Fair Run is in July 
and the St. Louis Marathon is in 
November. 

“Another spring run, the Miz- 
zou-Busch Light Run, has been 
canceled for this year. The old 
Pepsi 10K Run has been gone for 
two years. St. Louis doesn’t have 


a really big spring race every- abilities (PCEPD) Conference 
wedy cal pont °° . ’, which is expected to dray 3,000 


ie Spirit of St. Louis Road 5 i irst 
Race will offer prize money to £9,000. people during its. firs 


wheelchair athletes as -well as “This race should. attract not 
distance runners. It culminates a only the top local and regional 
week of activities surrounding distance runners, but also a 
the President’s Committee on ational and international field 


Employment of People with Dis- in the wheelchair event," Virgin 


Craig Virgin 
Race organizer 


said. ‘‘The wheelchair athletes 

will get equal, maybe even more 
rize money, than the able- 
died athletes ."" 

Between the 10K race and thé 
3K_race, Virgin expects a “field 
of 1,000 to 1,500 participants b 3 
all ages. 

“One of our main goals ‘ts te 
make sure this event is not just 
for the elite wheelchair . runners 


or_elite ra: . 
Erie MiGdIS.” wad Wack or ine 


pack runners are the backbone 
of all these races.” 

The race course has not been 
finalized, but Virgin expects to 
use the former Mizzou-Busch 
Light course, which has already 
been approved by the city of St 
Louis. The awards ceremony 
and a post-race party will be 
held at Kiener Plaza. 


Entry forms will be availablé 
in future issues of the Journal 
and at the St. Patty’s Day Racé 
on Sunday, March 14 in” down: 
town St. Louis. Forms will also 
be available at area: sporting 
goods stores and will be sent to 


people: on the mailing list of thé 
wis Track Club. 


For more information, ‘call 
Virgin at Front Runner Inc. at 
(618) 537-9500. 


COME IN AND SEE WHY BUICK IS THE 
SYMBOL OF QUALITY IN AMERICA. 


AND WE WILL SHOW YOU WHY LAURA IS #1 IN PRICE, 


SELECTION AMD CUSTOMER SATISFACTION. 
5.9% APR AVAILABLE UP TO 48 MO. 


FEATURE VEHICLE OF THE WEEK 


NEW BUICK SPECIALS 


NEW 1993 BUICK LESABRE’S 


Family Circle's “‘Domestic Family Car of the Year” 1992. 
Motor World "1992 Best Car Buys"” 
Inteitichoice, in. ““Lesabre LTD Best Value - Large Cars” 1992 


NEVER THIS :=.*17,980* 


Over 90 Bui Available 


STK. #3590 


NEW 1993 BUICK SKYLARK SEDAN NEW 1993 BUICK CENTURY SEDAN 


STK. #3562 V6, Auto, A/C, Pwr. Locks, Delay 


V6, Auto, Air, Cruise, Pwr. Locks, 


Wipers, Rear Defog, Tilt, Driver Air 


Bag, AMIFM Stereo W/Seek & Scan 


Tilt, Pwr. Windows, AM/FM Cass., 4 ‘ bs , 

Way Seat ADJ., Delay Wipers, SE Duai Power Seat. Recl. 

Pky. And Much More. $ 1 3 9 * 
i Fr : 


*14,290* 


_ fo APR. AVAIL. TO 48 MO."* 
NEW 93 BUICK REGAL SEDAN 


*16,380* 


5.9 APR. AVAIL. TO 48 MO.** 
NEW 1993 ROADMASTER SEDAN 


Dual Power Seats, Power Windows 
& Locks, Climate Control, Power 
Heated Mirrors, AM/FM Cassette, 


V-6, Auto, Pwr. Windows, Lks., Tilt, Cruise, Tilt. Pwr. | Alum. Wheels, Full Size Spare Tire, 


Seat, Electric Mirrors, Alum. Wheels, Remote Trk. Rel., | Remote Entry 
AM-FM_ Cass. wisteating Whee! 

Controls, ntenna, 

Goncert Sound, Aux. Temp 

Controls. 

< 5.9 APR. AVAIL TO 48 MO."* 


SALE PRICE! 


JE BEES: BUICK SPECIALS 





Sportfolio 
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Photos by Pam Doepke-Hurd 7 = la — 


+ 


28—Granite City Sunday Home Jou 


Clockwise, from below 


— Members of the Granite City 
basketball team shoot warm-ups. 
Junior band member Don Cooper 
keeps the beat going. The Granite 
City cheerleaders perform a rou- 
tine. From left, cheerleaders Jamie 
Duckworth, Amy Gebhardt and 
Kelly Mullin show they can lean on 
each other for support 


yRente Be ack 


Clockwise, from lower 


left — Warrior guard Jon Duft 
leads the charge onto the court. 
Juniors Katherine Schnefke (left) 
and Amanda Cunningham make 
music. Warrior guard Jason Black 
gets ready to make a pass. Black’s 
moves are watched closely by his 
fans. From left, Granite City fans: 
David Deak, Tommy Alich and 
Brandon Butler enjoy various 
activities, from eating to playing 
cards to watching basketball. 



























eMosby 
{Continued from Page 1B) 
12. points this season but 
his totals midway through the 
season and averaged 15 points in 
the second half of the year. 
Because of the demands on 
him, Mosby began the season 
slowly. But once he became 
accustomed to the team’s ten- 
dencies, Mosby quickly turned 
into the Warriors’ leader. 
In many games, his moves to 
the basket were all but unstop- 
Pable. His ability to dish off 


while penetrating gave the War- - 


iors a dependable attack. 
“He's an excellent player,’’ 
Yan Buskirk said ‘‘He makes 
00d decisions on-the court. I 
‘t know that we saw a better 
Bagie guard all year. At the 
beginning of the season, he 
Wasn't shooting it well because 
he was trying to do so much. 
But he really came on in the 
ind half."’ 
~“Coach told me to shoot a lot 
@0ing into the season,’’ Mosby: 
Said. ‘But I was able to dish off 
@S the season went on.” 

Mosby might have enjoyed his 
best performances of the season 
while playing in the Salem Invi- 
tational Tournament in January 
He scored 45 points in three 
Bames and led his team to the 
consolation title. 

t the Salem Tournament 

included one of the toughest 
expefiences of the year for Mos- 
by. Mosby played perhaps his 
best game of the year in the 
opening game against Salem, 
when he scored 22 points and 
made several eye-popping moves 
to the basket in the first half as 
the Warriors took a 32-25 lead. 

But Salem came back to take 
the lead in the second half and 
forced Granite City to. rally. 
With two seconds left, Mosby 
was fouled behind the 3-point 
lime and had a chance to tie the 
Score, which was 61-58. 

‘Mosby hit’ the first two shots, 
tien missed the third attempt. 
Salem called a time out between 

t¢ second and third attempts, 
possibly throwing Mosby off. The 
Warriors lost 61-60 

“Him missing that free throw 
‘was not the reason we lost,’’ Van 
Buskirk said. ‘“‘He was the rea- 
son we got that close.”’ 

The Warriors won their next 
two games against Triad and 
Charleston, and Mosby was 
named to the alf-tournament 
team. 

“Salem was the biggest high- 
light of the year,"’ Mosby said 
The long season was difficult 
on Mosby in more ways than 
one. In January, Mosby lost his 
grandfather > 

ay cS ‘"s mother, Aiva, told 


e news the morning of 
nite City’s game against 
St. Louis on Jan. 30. Mosby 
his team with 12 points in a 
to the high-powered Flyers. 
‘agai said it was difficultto 
is grandfather, Elbert 
nch, was one of his biggest 
models. He made a habit of 
taping Mosby's games. 
kind of knew it was coming, 
it was tough on me,”” Mosby 
“He taught me so many 































ngs. 
ig You have to learn to cope 
Mth it. I'm just trying to 
at he wanted me to me 
ling to make him proud.” 
“®Family plays an important 
part in Mosby's life. He and his 
tmgther, Alva, are very clos 
"I’m very proud of him,’’ she 
id. ‘“‘He played much better 
year than last year. I was 
‘Very proud of his shooting. Just 
wabout every game, especially in 












rm 





VE 
ROFT 












1993 JEEP GRAND CHEROKEE 


_Stk, #3723 


en 














"6 Cyl, Auto, 
Tilt, Cruise 


1993 CHRYSLER 
FIFTH AVE. 


(may 


Loaded 


















MSRP 22,796 


SALE 20,995 


Stk. #3676 


MSRP 22,558 


SALE 17,795 


OFT 





(Staff photo by PAM DOEPKE-HURD) 


Larren Mosby was named to the all-tournament team at the 


Salem Invitational 





‘He's an excellent 
player. | don’t know 
that we saw a better 
point guard all year. 
I'm thrilled to get him 


back another year.’ 
— John Van Buskirk 
. Warrior coach 


the second half, he got into the 
teens."” 






other is very supportive 
Mosby said 

Mosby learned his game from 
his family. He grew up in Madi- 
son, where ‘he and his relatives 
played pick-up games on play- 
grounds. 

His cousin, Reno Mosby, was a 
standout at Venice. So was his 
uncle, Chuck Mosby. 

“I learned a lot from them,” 
Larren said. ‘‘They were real 
good players. It helped me a lot 
with my ball handling, because 
we used to go one on one." 

Mosby and his mom moved to 
Granite City before his freshman 
year, and the rest is history 
Mosby earned the starting point 
guard position early on in his 
sophomore year under coach Bill 
Ohlendorf and helped lead the 
Warriors to a banner season. 

“He got in at a good time last 


year,’’ Van Buskirk said. ‘‘He 
deserved it."" 
“It was pretty fun,’’ Mosby 


said. ‘“‘The pressure was off me, 


AKOTA 





1993 DODGE D. 


MSRP 14,342 
V6, Auto, 
LE Pkg. 


1993 CHRYSLER 
CONCORDE 















THE. MINIVAN 
STORE! 


Stk. #3692 





SALE 12,695 





Stk. #3768 


MSRP 21,298 


Loaded SALE 19,295 


Tournament this year. 


and we had a réal good team. I 
thought we should have gotten to 
the Super-Sectional at least.” 

Mosby has a busy life off the 
court as well. He js involved in 
student council and debate at 
school, and he is looked up to by 
many of his peers. 

As a part of his history Class, 
Mosby will be traveling to 
Europe over Spring Break 





*‘He's a good student,"" Van 
Buskirk sai “‘He’s a good bas- 
ketball player, but a better 


young man.” 

“The kids hold a ‘lot of respect 
for him,” said Alva Mosby. “It 
all depends on how you carry 
yourself.” 

After carrying his team this 
year, Mosby expects Granite 
City to be more competitive next 
season! The Warriors will lose 
Duft, but there will be two other 
returning starters: Black and 
Curry. 


“‘L think we'll be a little better 
next year,"’ Mosby said. *‘I won't 
be the only returning starter 
I’m looking forward to playing 
with Jason Black. He’s a good 
player. He can turn it on at 
times.” ‘ 


The same should be said for 
Mosby. Van Buskirk said he 
hopes Mosby can put together 
another strong season and draw 
interest from college scouts. 

“| definitely want to play in 
college,” Mosby said. 

“I hope I'm right, but I 
you'll see a lot of college coach- 
es after him next ar,”’ Van 
Buskirk said. *‘I'm thrilled to get 
him back another year.”’ - 
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1993 DODGE DYNASTY 


Stk. #3780 
t=’ 
MSRP 18,160 


V6, Loaded SALE 13,995 
NDANCE 


Stk. #3491 


4Cyl. 
Stereo & 
More 


MSRP 9,166 


SALE 7,695 


Highway 457 & State 35 
Collinsville, IL 


344-0202 
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WE'RE THE TIRE PROS _ 









Other Than Sales Tax & Tire Disposal Fee | 


YES... 


WE CAN SAVE YOU MONEY! 


ALER KN 


SPECIAL OFFER 



















“INCLUDES Mounting 
INCLUDES Bala; 
INCLUDES Ne 
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JUST COMPARE OUR TOTAL PRICE AGAINST OUR COMPETITORS! 





PREMIUM ALL-SEASON 
STEEL-BELTED RADIAL 





cae nie 
YOU CAN'T 


BEAT THE ORIGINALS. 


Tiger Paw® XTM 


is original equipment on many 
American-made light trucks! 


P155/80R13 
P165/80R13 
P175/80R13 
P185/80R13 
P185/75R14 
P195/75R14 
P205/7SR14 
P215/75R14 
P205/75R15 
P215/75R15 
P225/75R15 
P235/75R15 


WHITEWALL Price 
P175/70R14 


P185/70R14 
P195/70R14 
P205/70R14 
P215/70R14 
P205/70R15 
P215/70R15 
P225/70R15 
P235/70R15 
BLACKWALL n« 
P205/65R15 73 


‘i 
il 


haa 
NINN AMY 
IN 


ball \7 
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| P215/60R16 79 


_ "| P225/60R16 84 


Raised white 


GTs 
Letters 
[sss are 
UNIROYAL 
[pete 


ALL-SEASON 
TREAD DESIGN 


Price 


Size 
P175/70SR13 
P185/70SR13 
P195/70SR13 
P185/70SR14 
P195/70SR14 
P205/70SR14 
P215/70SR14 
P225/70SR15 
P235/70SR15 
P255/70SR15 








S63 
Price 
67 | P215/60SR14 -$78 
P235/60SR14 82 
P245/60SR14 "86 
P235/60SR15 88 
P245/60SR15 91 
P255/60SR15 95 


86 | P275/60SR15_96 
9i| P215/65SR15 85 
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P155/80R13 
P165/80R13 
P175/80R13 
P185/80R13 
P185/75R14 
P195/75R14 
P205/75R14 
P215/75R14 
P205/75R15 
P215/75R15 
P225/75R1S 
P235/75R15 


|] 165/70SR13 


175/70SR13 
185/70SR13 
185/70SR14 
195/70SR14 
205/70SR14 
195/65HR14 
185/65HR15 
195/65HR15 
205/65HR15 


RALLYE GTS TOURING | | 
Blackwall —_- | 
Size Price 


P175/70SR13 
P185/70SR13 
P18S5/70SR14 
P195/70SR14 















P185/60SR14 
P195/60SR14 
P195/60SR15 


P205/65SR15 
P215/6SSR15 


MICHELER 


BECAUSE SO MUCH IS RIDING ON YOUR TIRES 


Se 


“FIRST CHOICE TIRE CO. - 


4104 Pontoon Rd. 


931-3201 


80 


| MICHELIN 
XH4 


80,000 MILE 
ALL-SEASON 
“RADIAL 


AME AS CASH 


360 
63 
6s 
69 
71 
73 
76 


73 


82 | 


P155/80R13 
P165/80R43 
P175/80R13 
P175/70R13 
P185/80R13 
P185/75R14 
P185/70R14 
P195/75R14 
P195/70R14 
P205/75R14 
P205/70R14 
P205/70R15 
P205/75R15 
P215/70R15 
P215/75R15 
P225/75R15 
P235/70R15 
P235/75R15 


WHITEWALL Price 
P155/80R13 $52 
P165/80R13 56 
P175/80R13 57 
P185/80R13 60 
P185/75R14 63 + 
P195/75R14 65 5 
P205/75R14 67 
P215/75R14. 71 
P205/75R15 70 
P215/75R15 72 & 
P225/75R15 75 

P235/75R15 78 

P235/75R15xi 86 


Standard Equipment 













































































On Many New Vehicles 


___ Size Price 


P235/75R15_ $89- 
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REVOLVING CHARGE 


GRANITE CITY 


1749 Madison 


451-7446 



















ALL-SEASON [iad Price, 
P185/60HR14 $81 
ETN PISS/GOHRI4 83 
ES P2is/conria so 
Ee PiS5/60HR1IS 86 
SS 
ES $e P215/60HR15 93 
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forcing Lobdell to reconsider his 
| offensive game plara~ 

“# don’t see 
anyone on the 
squad right now 
who can step in 
and do the 
things on a con- 
sistent basis 
that Dana and 


0% PRICE GUARANTEES 





‘ Stephanie have 
done.’ Lobdell ila clea tener bre 
said “I know ond/or Amencon Racing menses of Dies pean tai Rey mage ox REAT SELECTION: 
« that Jamie will shady aoe Racing Wheel> 
Kult be there offen 
sively, but. we 
lose an awful lot 
of height and = 
experience in PATRiOT 
eral ECONOMY RADIAL A/S PREMIUM RADIAL A/S 


Lack of height 
has forced Lob- 


FREE TIRE ROTATION 0,000 MILE LIMITED WARRANTY 


P1SSBOR13 PISSORT3 





dell to consider P16580R13 P165/80R13 P165/80R13 
moving Cava P17S80R13 PI75/60R13 P175°80R13 
P1es:80R13 P185/80R13 


ness, who is 6-1 P18S560R13 
Piss. 75R14 Piss TSRI4 





to center 
= PISS 75R14 P195/75R14 
: Scat pias rana puesrenie puss ant 
fear in moving 208 75R15 P215:75R14 
2 Dresch Gavaniea 4 P215.75R15 P20575R15 
i aati P225.75R15 P215.75R15 





P225.75R15 


is limiting the options of 2a 7515 
P29575R15 


Zcenter 











sour offense,"’ Lobdell said. “I 

“think with our ineXperience, we 

Swould be vulnerable to zone 

Fs 

a [CLASSIC A/S) 
® “In order to make something CLASSIC A/S 
like that work we'll have to 
ike P15SS/6OR13 P155:60R13 PISS@OR13 


P165/80R13 
P175.80R13 
P185.80R13 
P185.75A15 
PI95-75814 
P205.75R14 
P215/75R14 
P205/75R15 
P215.75R15 


count on help from other areas 
"Hopefully, we can get some 
eoffensive production from (point 
Ssuard Kami) Kessel 

® The Lady Warriors will fea- 
Smre a group of sophomores who 
rare expected to compete for the 





P16580R13 
PI7S/8OR13 
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Piss75R14 
PI95.75R14 
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P21575R14 
P205.75R15 
P215.75R15 


P165-80R13 
P175.80R13 
P185.80R13 
P1ISS.75R14 
PISS. 7514 
P20575R14 
P21575R14 
205. 75R15 
P215/75R15, 











= 
evacant forward positions. _ P225,75R15 P225:75R15 P225:75R15 
= Joanna Groboski, Kristi_Mel- paaagaets PaaS ARIS P23575R15 
Ston, Penny Kreher and Robin 


*Cain turned in strong second-half 
“performances with the junior 
Svarsity squad, altho».zh they saw 





,little varsity acuon 

Cavaness said she hopes hér (Staff photo by PAM DOEPKE-HURD) P155/80SR13" oT P15S.605R13 ‘CALL FOR 
» : 5 k efer f 21 2 > SR13° P165/R0R1 P RY 
gteammates take the initiative Kami Kessel (right) defends Cahokia’s Margena Ray in a game revmomeris pirareonta pisse0snt3 OUR LOW 
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P20575SAI4 
P20575SA15 
P21575SA15 


P185'80SR13 
P1sS.7STRIS 
PISS. 7TSTRIS 
P205/75TR14 
P2057STR15 
P215.75TRI1S 


summer to work out earlier this season. Kessel, Granite City’s point guard, will be a 


he team's physical 
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senior next year 








Joanna and the other sopho- 






















s showed a lot of raw talent be without on-floor leadership from. freshman guard Denise P2Z575TR15 P21SI75R15 P225.75SA15 
in practice, so I'm encouraged ‘Jamie and Kami are both MeMillian 2236,75SR15 pasianta 
bout our chances for next sea- natural athletes who should natu 
®son.’ Lobdell said. “I think rally slide into the leadership Dresch said she hopes to con 
we're going to have to work role on the team,” Dresch said. tinue her sporting career at Lin 
Zeven harder next year, though, “But they haven't been in that denwood College. where she 
learn to play together as a position before. It’s hard to han plans to play volleyball and take 
am.” dle that extra responsibility up golf - 
2 The hardest bill to fill for the sometimes. But if there is any Bult wie i a mule sport ofa 
o >a lez a e z Wy * at Granite City as soccer to 
Lady Warriors may be a leader- one on this tam who can do it, it at Granite City. Os eee ring TOURING CLASSIC|| ULTRA TOURING 70 BeOOEXEAS 
Sship vacuum jeft in Dresch and is them 2 Pp. -- - 
s a bef. paching final decision 50,000 LIMITED WARRANTY | 70.000 LIMITED WARRANTY (60,000 MILE LIMITED WARRANTY 
Kult’s wake. Dresch said she is The Lady Warriors also hope ore reaching a final decisi 
2 : 7 hich college she will attend P18s.70R14 PI9S70SR13 P185-70SR13, P1BS/70SA13 PI7S/70SA13 
Sconfident Granite City will not to see continued improvement on which college s - P19s70R14 P175:70SA14 P195/70SR13 P185,70SA14 P185:70SR13 


P1as/70SR14 
P19570SR14 
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P21570R14 
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CIENTRA 
WIDE WHITEWALL 


P18570SA14 
P195:70SA14 
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P215.70SA14 
P205.70SA15 
P215/70SA15 
225:70SR15 
P2a5/70SR15 


‘Hall of Fame calendar winners announced 


GOOOYEAR TIRES 
‘AVAILABLE 
























= The Granite City Sports Hall Harris, Charles Melzer, Ron  atine. 205.7515 
% of Fame calendar winners for Snelson and Ed Lurton. ‘There were four out-of-state [|Pais7sms se || pzaseoan peers ty ey srecat omen tea eases 
2F ebruary mas been determined Other winners from Illinois winners: Ruth McCarty of Wash 2235 75R 15. = 
¢ The list winners included were Vasil Gravile of Madison; ington, Mo.; Sheldon Resop of UNLOF =, A 
« Granite City residents Joan Lin. Jim Basarich of Belleville: Sheboygan, Wis.; Bill Beotherton = Ee cx H=AL ICE. 
shart. Mary Ann Krus. Keith Elmer Westwood of Maryville; of Nashville, Tenn.; and Frank PREMIUM GT PLUS 60/70 || GT QUALIFIER S GLE GT +4|| RADIAL GTH }iH & V SPEED RATED 
Gehling, Betty Grote, John Mar- Judy Fencel of Edwardsville Kraus of Osala, Fla 1 50.000 LIMITED WARRANTY | 150". PRICE GUARANTEE” 150%. PRICE GUARANTEE" FREE TIRE RSS 135.00 AN 
karian, Barry Loman, F. Petril Tadas Kacielinski of East St P175/70SR13 P19570SR13 P215/60R14" P205/60HR13 205/60HR13* 
lo, Marilyn Brounbaver, Darlene Louis; Pauline Extrom_ of A limited number of calendars mieszoent: Pissrosmi4 STI BOORTS ena sesraee te 
Sa putes < fe A G. are still availa > 2 OE > P205:70SA14 ] 15° 1 
Laub, Scott Corey. Keith Cham- O'Fallon; Tom Twichell of God-  aré Stilt available and can be P19570SR14 P21S70SA14 P21565R15 P215/60HR 205/60HR14" 
pion, Sue Simonds, Anna Mae frey; and James Parsons of Pal- obtained by calling 452-7122 205/70SR14 P225.70SR14 P205/60R15" PIS5/6OHRIS 195/60HR15: 
P215/60R16~ P205/60HR15 205/60HR15" 
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225/50VR16 
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SPORT Gi VR 
225/60VR15 $93.99 
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245/S0VA16 153.99 


P225'60R16~ 
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ER LUNES & SIZES OF 

GOOOYEAR TIRES 
AVAILABLE 

By SPECIAL CADER 


Feature Vehicle 
NEW 1993. GMC Sonoma SLE Pickups 


AREA'S #1 
BUICK ¢ PONTIAC * GMC 
















V6, A/G, Pwr. Steering, Tilt, Cruise, AM-FM Cassette, 
Palins Heras metas gas: ities Gage Rod DEALERSHIP 






More — 
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FREE TIRE ROTATION | 20.000 MILE LAATED oe, 50% PRICE GUARANTEE. | 1502 PRICE GUARANTEE: | 1507 PRICE GUABANTEL, 
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- P215/60HR16 205/60VR15 225/SOVAI6 
P225/60HR16 a 21S/70VA15 


FOR PRICE ¢ SELECTION 
and CUSTOMER 
SATISFACTION 
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New 1993 GMC % Ton Pickup 


Auto Overdrive, A/C, Bediiner, AM/EM OVER 100 FULL 
Stereo, Clock, Bench Seat. Sliding Rear Win: SIZE PU AVAILABLE 
dow, Painted Step Bumper. Anti-Lock Rear 
Brakes, Gauges, Tinted Glass, Power 
Steering £9% APHAVAIL TO 4840 

°14,551 List 
Price Value 


$12,990 


NEW PONTIAC SPECIALS 
Dee NEW PONTIACS AV AILABLE 


New 1993 Pontiac Sunbird 


Auto, A/C, Rear Detog., AM/FM 5 TO CHOOSE 
FROM 


Cassette. Tilt. Power Locks. Delay 
Sports Mirrors, Rear Dk. Lid ie — AN 
Release And Mo 
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mea 15,790 
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| PATRIOT 
ECONOMY SPORT 


FREE TIRE ROTATION 
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5.9% INTEREST AVAIL TO 


TRUCK HIGHWAY & TRA\ 
FREE TIRE ROTATION 


Monn ADL 
craxis 
7OOXS 
7S0X16 
800x16.5 
B7BX16.5 
950165 


PREMIUM SPORT 


50,000 LIMITED WARRANTY 
155SR12 
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17SSR14 
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750816 
875A16.5 
OS0R16.5 


4.9% APR AVAILABLE 
TO 48 MO." 


5.9% INTEREST 


z MO."* 


New 1993 Pontiac Grand Prix LE Sedan 


LOADED - V6, Auto Overdriv WIBYP Sport Appearance Package 








| Sate priced SL1,993* 
New 1993 Pontiac Bonneville SE“ 
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BFGoodrich 


RADIAL ALL TERRAIN T/A. 


oa ‘000 ILE LIMITED WARRANTY | 40.000 WILE UIMITEO WARRANT 
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PA TRiOT 
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exterior appearance pkg 
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Foes 4 7 e 125015 126577! 
eterna poeple 92 Pontiac Sunbirds an Top Ten For initial Quatity 311050R15 3301250815 (126575R16 


Digests "Best Buys 


From ‘9,900 


STK#R2156 
EST SELECTION BEST PRICES ON ¢ 


99 
90.99 
69.99 
70.99 || P215/75/R15 

P235/75R15 


32/1150R15 
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LT21S/75R15 
LT235/75R16 
LT265/75R15 


JD. Power & Assoc LT225/75R16 
LT245/75R16 
LT265/75R16 
LT255/85R16 
+P METRES 


‘31/1050R15, 
a2/T150R15 
33/1250R15 
31/1050R16 5 
33/1250A16.5 


DESERT DUELER 
156° PRICE GUARANTEE 
392.99) 

99.99 


Sawin a we NO 


OTHER LINES & SIZES OF 
GOODYEAR TIRES 
AVAILABLE 


117.99 


REPURCHASED VEHICLES 135.99 
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PONTIAC REPURCHASE VEHICLES 
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From °13,990 | orn Om 


92 Pontiac Sunbird 
Convertible 
Nevbs Batoce This Low 


From *10,495 | s02ce* 11,995 
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norrs & 
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ee 


Sour Es primase 
aor fane: Medd 3 South on. 
[Beride Venture) 


crim us CES-BIGT aavsav> 


sce 
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PRICES EFFECTIVE THRU MARCH 13 


*Deteds in Store 


St. Clie Square Mal: (being 
esas seam 


ESUTN Sours, ances 


ee, ap Fare ies 
487-3531 


Ave. 1 Block N, 
Venture! 
966-6601 


Elvis impersonator Steven Davis performs at the Eagles Hall 
: for 140 special-education children. 


Parents for Special Ed hold dinner 


“Parents for Special Education. kept busy sharing their holiday 
Season with children and adults with disabilities. 

“About 140 persons attended an ‘‘evening with Elvis’ at the 
Eagles Hall. Local Elvis impersonator Steven Davis performed 
many of Elvis Presley's songs while everyone danced. A meal 
Was served and Santa and Mrs. Claus brought gifts for all 

Two group homes of disabled adults were treated to a meal and 
given gifts from the organization. 

\"Harley-Davidson Cycle Club donated a turkey for one event 

Members also donated gifts for two other group-home parties 
sponsored by the Social Service Network and Jobs Now 
» It was noted that a dinner-dance was hosted by the Tri-Cities 
‘Association for Handicapped and the Parents for Special Fiduca- 
tion, Nearly 200 ‘attended. and danced to music provided by Musi 
¢ians Local 717. Santa visited and gave gifts to participants. 

The parents organization also sponsors a Monday evening class 
for adults with disabilities. The students made two gifts along with 
Computer cards. They exchanged names and were given $5 to 
shop for a gift on a field trip to Wal-Mart. 

After shopping, they were treated at the snack bar. Students 
also have taken two field trips to the the Wellness Center. They 
spoke with a dietitian about good nutrition and received first-aid 
Instruction from nurses. They are now writing their own newspa- 


r. 

e 15th annual job fair for the disabled is being coordinated by 
the organization. It is scheduled for April. 16 at the Knights of 
Columbus Hall, This year, school districts from: Alton, -Belleville 
and Collinsville will also attend. 


Linda-Bauer and Santa at the Parents for Special Education 
holiday season dinner dance. - 


FOR OUR MICHELIN" XLE™ 
Kmart has added, for the life of th 
tire, the following @f mo cost to you. 
+ Actual-mileage Warranty + Lifetime 
Wheel Balancing + Road Hazard 


je 
©1993 Kmart® Corporation” = WaFranty + Fiat Repairs + Tire Rotation 





~ DOMESTIC AND 

S [erice} _size__| Price | 
PP iss/s0ns| 89.97 |Pa0s7sh14| 79.97 | 
[Pr65/90R131 37.9 


[37.97 | P20s/roris] 92.97 | EST! 
(ES Somnere 


p 


[P18580R131 68.97 | P225/75P 15] * Allseason tread design 
[e185/75Rt4| 72.97 | Poss 75h15 194.97 | * All-weather traction 
Mid a eT 


of Batceaald + Smooth, quiet ride 


»o7 
| O27 012 


Blackwall 
+ impor tic Whitewall 


SPECIAL includes up to 5 qts. 
tof “Formula 3” motor oil and 
Motorvator oil filter mfd. by 
Purolator. Service for many cars 
and light trucks. Complete 


P155/80R13 


WCTU takes its 
program to 
detention center 


The January activity of the 
Granite Union of the Wom- 
an’s Christian Temperance 
Union was to present a program 
at the Madison County Detention 
Home in Edwardsville on Jan 
25. The Detention Home’ granted 


the WCTU the privilege of pre- - 


senting .a program and refresh- 
ments for youth in the home. 

Vera Lynn, the president of 
the WCTU, gave a short talk 
which was interesting to the 
youth. The master of ceremonies 
for the evening was Charles Fin- 
ley, who introduced the video 
which was shown. 

The video was concerning a 
boy who as a Christian gave up 
drinking /alecbolic beverages and 
using gs. He took her to a 
church.service, where the invita- 
tion to receive Christ as Savior 
was given. She almost responded 
but she listened to the devil, who 
told her to put it off. She did and 
that afternoon was killed in an 
auto accident. 

The Rev. Vernon Brown closed 
this portion of the-program by 
giving a short testi y and 
prayer. Refreshments were 
served to 22 youth in the dining 
room. The refreshments consist- 
ed of sandwiches, potato chips, 
cookies, brownies, cupcakes and 
soda. When they had finished, 
eating a girl stood and, speaking 
for the group, expressed their 
appreciation for the WCTU pro- 
viding the entertainment 
refreshments 


Woodridge 
Institute cites 
local students 


The Woodridge Business Insti- 
tute of Highland has recognized 
its students for achieving honors 
in the completion of their fall 
term of classes at the Profes- 
sional Career Training School. 

The following students were 
honored: President's List Honors 

(Perfect 4.0 average) 
GRANITE CITY — Gale Lor- 


and 


eth 


21& OVERFORA 
GRANITE CITY STEEL LEAGUE TEAM 


‘At The Mi 
For intormation CALL: 


Donna 344-4714 
Cutoff Dates 1703 


DAV Auxiliary 
makes donations 


The Disabled American Veter- 
ans Auxiliary opened its-Decem- 
ber meeting by Unit Commander 
Enna Kientzle and prayer by 
Chaplin Winnie Kelly. 

The members. voted to give 
donations of $1,000 to Illinois 
Veterans home in Quincy, Manti- 
no Veteran home, Hine’s VA 
Hospital, Lakeside VA Hospital, 
Chief of Volunteer Services at 
Westside, Danville VA Hospital 
and Marion VA Hospital. 

Other donations given were: 
DAV State Service Foundation, 
$200; DAV National Service 
Foundation, $200; Carville Foun- 
dation, $200; Freedom Founda- 
tion, $200; Impact, Inc. ‘Blind 
Veterans”’; 
gram, $500; Ronald Scott Baker, 
liver transplant, $500; and Kilo 
Diabetes and Vascular Research 
Foundation in memory of Lena 
Kalips, $110. 


ROGER’S VACUUMS 


rebate 
irby’s 
$9495 


+ UP 
other vacuums 


#79985. uP 


HOOVERS * EUREKAS 
wot & SHAMPOOERS 


Regina Steamers 


*69°° 
38s 8 9 + UP 
‘ . FULL LINE zs 
OF CLEANING SUPPLIES 


Vacuum Tune-v) 


1121 E. MAIN, BELLEVILLE 
277-4120 
FAMILY OWNED 25 YEARS 


one year 
guarantee 


$500; DARE pro- . 


= 
Final recital — The students 
of Audrey Cormier held a piario 
recital at Third Baptist Church, 
Since this was her last recital, the 
students and parents. surprised 
Cormier with a reception and 


gifts. Students pictured are, fronfe} 


row from left, Nicole Chaboude; 
Natalie Vaughn, Julie Dombeck, 
i Brian Vorce and Chauncey Silas 
Second row, Madrigal Vorce, Erika 
Cavins, Steven Evans, Jonathan? 
Vorce and Amber Silas. Third row, 
Anthony. Silas,-teacher- Audrey 
Cormier, Kellie Evans, Sarah Nies- 
poreck, Beth Valencia and Miyas 
Gilleland. . 


1991 FORD 
FESTIVA 


Auto - Air 


1992 ESCORT. 
MUSTANG LX GT 
2 Dr.- Auto 5 Spd. - Air - Cruise 
: Green 


1992 PROBE 


G.T. 
5 Spd. - Air- Cassette 
Cruise - Flip Top 


1992 MERCURY 
TRACER 
4 Or. - Auto - Air 
12,900 Miles - Greu 


* GS.-4Dr.- Blue 
Power Windows, Seats 
& Locks 


1987 OLDS 
CIERRA 


Brougham - 4 Dr. 
aroon 


1990 AEROSTAR 
EXTENDED MINI 
VAN ‘ 


Loaded 
Blue Tutone 


‘1993 FORD 
CROWN VIC. 


4Dr.- Auto 
Full Power - Lt. Grey 


EEE 
Feces Highland 654-2122 \ 
Tri Ford Mercury inc. 


e\___Alhambre 489-3435 _] 


BUYER’S CHOICE and ECONOMY VALUE 
Put it altogether with Chevy S-10 


CHEVY S-10 


TAHOE 


108 TRUCKS 
IN STOCK 


The CHEVY S-10 PICKUP offers exceptional value with its NEW LOWER PRICING 
on Option Package Level 6. Choose incentive option 1 or 2 and put it all together 
for one fantastic buy on a great truck! : 


NEW OPTION LEVEL 6 
PACKAGE DISCOUNT: 


Includes: V-6 Engine, Anvim Stereo Cassette, 
Sliding Rear Window, Power Steering, Rearstep. 


$2516 


Lprrsisonis| S337 | Value 


Leite lager | 


bumper, rear wheel anti-lock brakes and more. 
“chassis libe on cars with zerk : . 


{fittings at no extra cost 

\{sate price does ade $1 disposal fee: nor 

does it include state surcharge tax, [applicable 
A 





OPTION 1: OPTION2: 


$750 REBATE $500 REBATE plus 


or Your choice of these Delco Elec- 


tronic Options:** 
5.9% APR 


+ Multiple CD Changer(Retall Value $785) 
financing 


QUALITY 
SHOCKS/STRUTS 


F 1 ‘QF Per Shock 
a Installed 

‘KMART GAS-CHARGED 
SHOCKS available for most ca 
‘Monroe Shocks: WONROEE, 
Gas-Matic. stalled, Ea., 23.97 
Gas-Magnum, Installed, Ea., 28.97 Rai 


OF Ea 

- Installed 
GAS-MATIC STRUTS 
‘Nizes for most Chrysler cars. 
“For Many GM a 
Ford/Mercury .Ea., 68.97 
Gumited warranty - deiaiia tn store 
SAligrument recommended for many cars 
[with strut replacement “Thru 1986 

Additional parts, 
* services and labor may 

be needed at 
additional cost 


- Odyssey Sound System(Retail Value 
an y, ystem( 


: hand-held Portable Cellular Phone *(Ri 
tail Value $650) : 


$400 First Time Buyer With Approved Credit. Ask Sales For Details. 
HURRY FOR THIS LIMITED TIME OFFER! 


“Phone must be activated through the GM Cellular Telephone Pr 


serevenvdsurses 


ram. Must take retail delivery of a new and unused 1992 or 
1993 'S-10 Pickup. Cash-back amount will be $250 less than the existing national retail rebate incentive. Or you have the option 
of taking the full amount of the existing national retail incentive in lieu of the Deico Electronics itern and the lesser cash- ack 
amount - 


**Delco Electronics items are available while supplies last. Ask your dealer for details. 
EPSP EBER 
CHEVROLET 
LE LAV EV ROLET 
-Qn Your Way-To South County. 


701 OldState Route3 
Columbia,iL 62236 - Beside l-255 
(Toll Free MO) ey 487-4075 - 


(618) 744-115: 618) 281-5111 
On your way to the Lottery and Golf Course 


a 


Disposal Fee, If Applicable For Az: State Or 
© tocal Taxes Or Surcharges For Environmental 
: Protection WIll Be An Extra Charge 


eoudeuwenedsdehandeseudculwevarcslll 











- _ ENTERTAINMENT _ 
Choral concert — 
at SIUE Monday 
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Eee 


Illinois University at Edwards- 
ville will perform at 7:30 p.m. 
Monday, March 8, in a concert 
of “Choral Music in America: 
1890s to 1990s’ in SIUE’s Com- 
munications Building theater. 

The SIUE Concert Chorale, the 
University Singers and the Com- 
munity Choral Society, all under 
the direction of SIUE Music Pro- 
fessor Leonard Van Camp, will 
perform works either written or 
widely performed in America 
during the last 100 years. 

One of the works to be per- 


formed is “The Heavens are 
Telling’ from Franz Joseph 
Haydn’s oratorio ‘‘Creation,”’ 


which will be conducted by SIUE 
music graduate student Kenneth 
“Kad” Day. In addition, the solo 
trio in that piece will consist of 
three SIUE music students 
soprano Millie Burcham, bass 
Mike Boschert and tenor Steve 
Glass. 7 

Other works to be performed 
include: ‘‘Dona Nobis Pacem” 
by John Knowles Paine; “‘Circus 
Band” by Charles Ives; ‘‘Beauti- 
ful Saviour’’ by F. Melius Chris- 
tiansen; ‘‘Dry Bone: 
irituai; the © 








Red and Dody Edwards and janet and Harold Davis, all of Granite City have been selected to 
co-host the annual Belleville Square and Round Dance Jamboree on April 2-3 at the Belle-Clair 










na’s *‘Missa 
Exposition Hall celli; Island in Space 
: ° Netham: and. “Stemp Your 
I .. a Stomp our 
Granite City square dancers to CO-hOSst Faire Masien CSorend 


“The Tender Land.” 

Tickets are $7; students and 
senior citizens, $5. Tickets are 
available from any choral mem- 
ber, or may be reserved by call- 
live country western bands each ing the SIUE department of 
music, 692-3900 


annual Jamboree April 2-3 in Belleville 


Dody and Red Edwards. and 
Janet and Harold Davis of Gran- 
ite City, who are members of the 





Jamboree, *‘Meet Me at the 
Fair’’ as a prelude to the Nation- 
al Square Dance Convention at 






s and Davis fami- 








Boots and Slippers Square Dance the Cervantes Convention Center les are ed to the promo- 
Club of Caseyville and the Hoe- in St. Louis in June, bearing the tion of square dancing and invite . 
downers of Wood River Square theme of “Meet Me in St. Lou- anyone who might be interested We're Sorry! 


is in learning to square dance to 








‘Workshops and clinics relating call fos information 876-6803 or eS ee 
The 45th anniversary of to varied interest in dancing will 931-6219 = unavailable due to the manutacturera’ 









be held at these events. At the 
national convention, for the first 
time, there will be country west 
ern dance clinics and dancing to 


Inability to ship: 
the Jamboree will be 
celebrated year 


with 2,500-3,000 square f_ MEN‘S SPECIAL | 

and round -dancers HY sl i, = 1 Shampoo/Cut/Style 
c attend 

eee uae FREE DRY $e 

1 WITH WASH [ 


WITH THIS AD (NOW TILL 4/30/83) 
West Mitchell 


+The Graco Sport Stroliabed 
advertised on page 7 tor 48.88. 
We will be happy to issue rain 
checks. Or, if you preter. we wil! 
substtute the 
(model 7216), 
+The genuine ieat! 
edvertised on 10 for 89.97 will 
be availiable In limited quantities. 
We will be happy to substitute our 
deluxe office chair with tilt. reg. 
99.99, for 69.99 
+The 22 1/2" kettle grill (mode! 
710393) advertised on page 14 for 
39.99. We will gladly substitute the 
Sunbeam 22° kettie gril! (mode! 
8432), reg. 44.99, for 39.99. 





this 




















Stroliabed 
59.99, for 48.88. 
office chair 






el 
Dance Club, have been select- 
ed by the Greater St. Louis 
Folk and Square Dance Fed- 
eration to co-host the annual 
Belleville Square and Round 
Dance Jamboree on April 2-3 
at the Belle-Clair Exposition 
Hall 

The 45th anniversary of the 
Jamboree will be celebrated 
this year, with 

square and round dancers 
expected to attend. The Boots 
and Sli rs and Hoedowners 
clubs will co-host this event 
The groups have selected as 
the theme for this year’s 










| WE USE AND ewdMatrix 


| RECOMMEND ESSENTIALS 









Coin Laundry 


5523 Maryville Road PARIAH’S I 











We apologize for any inconvenience 


this may cause you. 


“7¥enture. 


931-9904 
OPEN 7 DAYS—8 A.M.-9 P.M. 
Noche BAG. Granite OY Ca I 


jE __—__s 


HAIR SALON | 
3669 Nameoki Road 


Next to Dave's Movies) 


L_ __ -482:3020 __ _} 


Gn Fea) MI 













MILK STORE 
“GRANITE CITY 
“MADISON 










lf you are trying to 

stretch that ‘weékly zs 

srecen, Roasel And 308 MADISON AVE 
= 


who isn't...You can save 
on these products with 
coupons in your March 
10 Suburban Journal. 





2928 NAMEOKI RD. 


<Gusecust 
CLASSIC PIZZA. 





FAR 













—7 DAYS A WEEK * 7 A.M. TO 10 P.M, 


SpA) ° 
9Oo9¢ Gallon 
\ Nk = 
MILK ** 
$479 





keriCort-10 


CREAM 


#i Current ®s 
MiCHicaN 














ECKRICH 


BOLOGNA 


139). 











-7 DAYS A WEEK «7 A.M. TO 10 P.M. 







Lb. 
Pkg. 


SLICED = 


HAM. oe $459), ..... $1.79 -| BARS 













Half 
Gals. 


OLD RECIPE 


BURPEE. 







LB. PKG. 


$49 


12-0Z..PKG.| A JAX 


ECKRICH ARC 


FRANKS 


. the oa bers Mink HUNTER 


COUPONS! 
SAVE $$$$ 


Wednesday, March 10 


Suburban Journals 












7 DAYS A WEEK * 7 A.M, TO 10 P.M. 














The choral groups of Southern‘ ~ 


2230 PONTOON RD. 


s ORANGE 
JUICE 
$ % 59 


SOUR CREAM 


2/54°° 


DETERGENT 89° 


THE ECOLOGY -MINDED CONTAINER 
MILK IN THE PURE GLASS BOTTLE AT YOUR NEIGHBORHOOD FARM FRESH STORE 
Taste The Difference 





By Nicole Vaughn 
Staff writer 


It’s not uncommon to find 
Mary Pizzini at an_oven or 
Kathryn Hopkins with a needle 
in her hand. But the baking and 
sewing done by these women 
has nothing to do with home- 
making. 

For Pizzini, the heat of the 
oven allows her to mold free- 
form sculptures from acrylic 
sheeting: Hopkins uses her nee- 
dle to sew folded paper into 
geometric designs. Together 
these works make up “Side by 
Side," & display which opened 
recently at’the Pizzini Art Stu- 
dio in Edwardsville 

Pizzini has been doing the 
sculptures for about five years, 
although she has been working 
with acrylic sheets for about 
eight years. She said she start- 
ed out painting on both sides of 
the sheeting, similar to work 
done by her father, the late dis- 
tinguished artist Max Auten 
rieb 

But unlike her father, who 
used multi-dimensional effects 
in his work, Pizzini wanted to 
focus on the color in her work 
That's when she d 




































nm 


Baking, sewing can be art 





“reverse” painting- a - 
“In essence, you paint it 

backward,” Pizzini said. ““You 

paint the color you want to 

show first and it s. 

the shiny side of the pjastic."* 

Pizzini cuts shapes from 
acrylic sheets, paints them and 
then bakes them at 350 hee ener 
Donning heat-resistant gloves, 
she molds the hot plastic into 
the desired shape. The works 
feature bright colors in a vari- 
ety of shapes and sizes- 

Hopkins began sewing paper 
six years ago, starting with 
vegetable and flower patterns 
Although she has-a degree-in 
printed textile design, Hopkins 
chose the paper work because 
it cam be done in a Iljmited 
space. * 

Much of her work is three. 
dimerisional and features repet 
itive patterns with squares and 
triangles. ‘It reminds me in an 
abstract way of a quilt pat 
tern,”* Hopkins said. 

Hopkins has even developed 
her own paper, but has yet to| 
incorporate it into her work. 

The ‘‘Side by Side” display 
can be viewed by appointment 
only through .March 27. For 
more information, call 656- 













SMILE AND A 
FRIEND IS FREE 


YOUR $14.95 PHOTO 
SESSION* INCLUDES: 


* A glamourous, professional 
makeover and hairstyling 
+ Four exciting wardrobe and 
accessory changes 
+ A fun 15 pose photo session 
* Instant viewing of your color 
video proofs 
* Portraits back in 
about a week 




























This Week, Two Complete Sessions Only $14.95 Each 






































M FRESH . 


218 


OLD RECIPE 


ICE . 
CREAM |- 





















22-OZ. BTL. 


COUNTY FAIR 


BREAD ..... 


— 


’ (ta bel 
2 et Ly 


Eade ss 1" COKE... | 
DR. PEPPER 










*Portraits additional. 
Satisfaction guaranteed. 
Open 7 days a week. Appointments 
must be booked at the same time. 
but may be for different days. 


Call for an 
appointment today! 










ST. CLAIR SQUARE 626 
HESTERFIELD M 44 
NORTHWEST PLAZ/ 
JAMESTOWN MALL 314-741-3456 

CRESTWOOD PLAZA 314-961-4445 
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COKE 


12 Pack 
12-0z. Cans 


reo GS | 
; Liter 





TWO LITER 


gy 
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FOR YOUR INFORMATION 


Please check your ad for correct classifica- 
tion and proper wording the first day it ap- 
pears. At the time you place your ad, please 
verify spelling of any unusual words. or 
names. The Journals reserve the right to edit, 
reject or cancel the publication of any ad. 


Adjustments: Please report. errors the first 
dy your ad appears. The Journals will not be 

=#esponsible for any errors that occur after the 
first day. If you cannot locate your ad or if an 
error occurs please call 877-7700. In case of 
arrerrer, the Journal will extend the schedule 
of that ad. The adjustment of any error will 
mot exceed the cost of the ad 


Cancellation: To cancel an ad call 
877-7700. Ask for. your cancellation 
number. This number will serve as your 
record of cancellation in case of any 
misunderstandings or adjustments. You must 
call before the deadline to cancel an ad. 
There is no refund or rebate on early cancella- 
tion when purchasing the Sell /t Fast Deal. 


Box Charges: Replies picked up at a Journal 
office, $5.00 per week; replies mailed, $10 
per week 


Faxing Your Ad: Dial. 1-618-876-4240 to 





number, full name, address, city, state and 
zip. Print your ad clearly. A Journal sales per- 
son will call to verify your information. 




























Notice to Readers: Prior to responding to 
advertisements requesting money to be sent _ 
or invested-you-may wish to investigate the 

’ validity of the offering and the company. The 
Journals cannot assume any responsibility of 
such offerings within the classified pages. 
For information regarding the investigation of 
business opportunities, contact the Better 
Business Bureau. ; 


SUNDAY... ..52:.. 10 Words *3.80 
WED /THURS........ 10 Words *6.50 








fax your ad to us. Please include your 
daytime phone number, home: phone 
Auto/Truck 

Financing 5 


+ AUTO LOANS 


Dealer wil! arrange tow 
financing. No re: 
We " finance 


BAD CREDIT 
NO CREDIT 
BANKRUPT i 












Local auto dealer pt, bad credit 
arrange low-cost finan no credit 
even it you've been Call Cheryle 876-1425 


down elsewhere 
cosigners nec 





Lewis for 
tance: 


Stelios. Runa Great 








144-428-1107 (Northwest Co.) $2,950 
314-867-0802 (North Co) 
314-868-7840 (Riverview Cr) th 
‘SCHMITT 
TRYA 
CADILLAC - OLDS 
CLASSIFIED AD 123 W, CLAY 
5-7 COLLINSVILLE, IL 
Rowe tor sae 0 | 344-4212 














Escort LX Wagon 


THE NUMBER 


say ORL D THE 





PREFERRED EQUIPMENT PKG. 113A 
*Front Carpeted Floor Mats 
ated Floor Mats 
juminated Entry System 
gather-Wrap Steering Wheel 
ight/Decor Group 
Convenience Group 


ODAY... AND TOMORROW” 


1993 ESCORTS 


$400 cor nei s 5.9% 


se“ 93 


FORD F "SERIES PCetee =. 








toll free 
1-800-766-F AST (327. 


sat 
Tanks 





Autos for Sale 
Imports/Sports Cars 
Anuique/Specialty Cars 
Carsitrucks Wanted. 
CarsITrucks RestiLease 
Piexups/s Whee! Drive 
Vans 

Commercial Venictes 
Heavy-Duty Trucks 


Ruts. Accessones 


Few ew fe 


Medica! & Meaitn Care >. 
Sales. 3 

















10 





@) BUICK SKYLARK. 42.xx« 
DS. PB. JOOks: 
eat. reliable 


68 BONNEVILLE LE 


gooo 
eto. 






Sedan Devitte! 





We Finance ot Anyone 
72S Mancha 346473577 


INSTANT CREDIT * WE FINANCE 
BEACH SALES 


Hwy. 111 & 162 « Pontoon Beach + 797-6662 
"74 CHEVY 1-TON CREW CAB 
"83 NISSAN MAXIMA 
"BG ESCORT WAGON rice 
DODGE VAN snap 
MUSTANG 
LINCOLN VERSTILLE 
"78 TOWN CAR 74.000 Actua! Mines 
acest snare 


BEACH SALES « 797-6662 

















ALL MODELS 


Escort LX 3-Door 





$200 Tees e086 aera ~ USED canst “346-8890 | BA 
° 910 N. Bluff Rd. (Collinsvite) ASK FOR 


Financing for 48 Months on any 
° 1993 Escort LX/Manual 















7976 OODGE DART, good un. 82 FORD ESCORT, | 
Ring conaition. 80.xxx miles 
Cail 345-4284. evenings. 
FORD 89 Mustang 50 com 





i blue, FORD 78 LTO. runs ¢ 
stick. fresh transmission. $40¢ 
amon, £009 


day. Linepin 90 Conti 


>_|TOP DOLLAR 


FOR 


JUNK CARS 


876-3366 


CAR LOANS 
AVAILABLE NOW! 


Bad Credit - Bankruptcy 
PXelot— 0) (-1e| 


If You Work - You Ride Today 
CALL 24 HOURS 









CHEVROLET 69 CHEVELLE. 
OS * 








87 Cavalign Z24CL. Digite: 
Graphics, ST. Rec 






8 Turco! Low Someen 











90 Downisi37 mo 
We Finance Almost 
Concours 7212 Manches Sreseravon 






















$1 Dodge Dynasty 
UE 


V6, 38XXX ML, Loaded, 
‘Only *243.76 MO! 
No Money Down 















NEED HELP WITH A CAR OR TRUCK? 


Sener *WE FINANCE ANYONE! 
eCredit Problems. . OK 





SCHMITT 











caper ee OLDS 
123 W. 
COLLINSVILEE, wu 


344-4212 








YOUR JOB IS YOUR CREDI 


ALL YOU NEED IS: 1) A reasonable down payment 
2) Ability to make timely payments 


a7 — — ‘couPon —=- 
INSTA-CREDIT USED CARS 


$100.00 OFF 







“SELECT 


maiz 








. BILL BOND 931-6016 


across from Dave Croft Dodge 











* 2.3L EFI 1-4 Engine 

+ 5-Speed Manuat Overdrive 
Transmission————~~ 

* Power Brakes with Rear 
Whee! Anti-Lock 

« Interval "$$ 


ONL y§ 
PLUS RECEIVE A > 


MANY IN IN STOCK AT. AT 
SIMILAR BIG SAVINGS 
FOR IMMEDIATE DELIVERY 


1993 CROWN VIC LX 4-DOOR 
Pi +. 


YOU PAY ONLY 


Batore Discounts . vom 68s 
-3,500 


ArULL sunvice mt CeALER 
ARTS. 


Two Mile= 
Bouth of L270 


1993 S FORD RANGER XL 4x2 


+ Tinted Giese. 
* Black Spo 

Removebie ‘Faligate 
* Power Steering 
* Elec. AM/FM Stereo 
= Cloth 60/40 Split Bench 


PARTS. AND SERVICE DEPARTMENT 


AY THRU FRIDAY 7 A.M. TOS 










BOB BROCKLAND PONTIAC GMC 


The Working People’s Dealership 


BLOWOUT SALE IS HERE ON 
1992 GMC’S 


93 FIREBIRD 


COMEINNOWTOPLACE . 
YOUR ORDER FOR THE NEW 


The Grand Am Sports Edtion, Available NOW! EXCITING FIREBIRD 
With al! these options 
31. Quad OHC Auto so Cost 2¢Hour Roact 
How Minot The 
Deductible = ato Cost Sremight 
waranty 


See Bob.Brockland Pontoac GMC For Details 











V-6, Air Conditioned, Painted Step Bumper, 
Power Steering, Power Brakes-AM/FM 
Cassette, Bedliner, Sliding Rear Window 


PAYMENT AS LOW AS 


$2.4582. 


Sée Dealer For 
Detalis 







Used Car Loans 
Re-Establish Your 
Credit Now! 


CALL DAVE. 
271-2700 


All Vehicles Include G.M. Rebates and Discounts 


|= te) =) BROCKLAND PONTIAC GMC 
Hwy. 111 Maryland Ave ms 00 AM-9:00°M om | 8- ar fs | ay 2 6) 0) 


Fairmont City, it 62201 S 0 A.M-6:00 P.M 





Woe TES f SAT 
GRANITE CITy, I. 62040 


3 DAYS e¢ 3 LINES 
Each additional line $5.00 
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‘Autos for Sele 10 ; = — 20 Pickups/4=4Drives 60 Campers 110 
aa ‘8? BRON x Pri PACKAGE, 1967 
= = 1962 MUSTANG GT Mini con Mendy Se Arcos OX ausn pee tires, ‘battery L Suburbon. ta ton Sai Divs 
90 Ford T-Bird aon. custom weld wheels, fom aeere Drakes, 632.8633 
Loaded. New es Se eee See ee Concmers 12S Manchas 3144473877 Kie BLAZER 
Mies. | 











31 NISSAN 310. 5 speed sun. +e SS 
oom Specia foot. 2 goon, $450 OBO. Catt Honda 06. CAK Auta (cciamun Line Sew sse-ez07 $20.00 933.1186 aiter Som 
‘Sy d0se 

Sie. ve suo, 
8.350 mules Baby Beer ne Raa ONE ce cond. tit. Motorcycles/ATVs 120 
$2280" "Cau” atter bom Ss $100 ¢ Down/$86/mo ae aac $3000. 3aecese) | Seyi 





Make Over” 











See et ee ee Tome x 
A »_| Cnn BS LSE Man vw Semen Teena suse S700, DONNISZISS $100 downisiBes ater $10 o- 
G8 OLOS CUTLASS Caza St Commun it tence S1esss nan Finance Almost A: BOB'S CYCLE Repay 
SCHMITT Fisgorgqusa tout, whoed “arise Fe A Week»: 
ess ‘47,xxx miles Times, 
Boe SS we rae Rae miatpeaey sea oe MAINSTREET - 
CADILLAC - cups. We Hinance Almost anyone anre Teh Reese Seer S77 1984 KAWASAKI 700 LTO. ° ne 


Porsche 85 S44! 












344- 4212 344- 4212 


1983 OLDS DELTA runs 
ood, 31150 o1 deat offer 


SHOWPLACE 


















































































































































































































































































































250i" vamane. Sinn Semen Tres Manche 304067 77 _ 
rows Beata So SGavvemety Clean" Suc 8) semeny, 2a. Loans & Call or come in: 
runs good. many new parts (618) 875-4322" 
90-98-Regency | | 85 Cuttass Cierra gees ruven oe tee Krone $ibbeTab tim 334.5376 { ! 
| Brougham F SOF Extra Now ites Excerent cokes Fe putt 
19K Miles: Tounno ‘ We Finance Aimest Anyone 
Ss. At Estra $ Concours 12S Meanchey 314-647-9577 Concours [125 Mlanchsr 31466473577 
| a ‘3.350 ea rtit: | SSeS. Eeaeaie es erate Dancers! 
| a b * NEED A CAR? « «Anyone ‘ na? ashe Ol list price. 345 OODNOguMe Beiinaciie, aL Day Night 
| ’Scumairs | | Ge : Bankruptcy? = | P° ScHeuta| Size we comen corner ss abt ay or Night 
| fF MITT SCHMITT] + oa dabei * |@ ge PLYMOUTH SLANT S. 2 Caray Be BOIEEP Ci? ex cong uns r Od err =r Waitresses 
| ¢ . Cara/Trecks Wanted 40° 0° SOS SEP Schoots: “DOSMETOL 
CADILLAC - OLDS capiiac-o.os | * wg propiem 2 | “ApttAC olos Mike Hahne’s | i= TNC = BTS & BYTES DAY CLASSES Bar Maids 
COLLINSVILT | | -oltws L. | * We Finance At * COLUNSVILLE, 1b BELLEMORE Sr Dost ner Saacanso COMPUTER 7 Fulttand Part-time : : 
| 344-4212 | | 344-4212 | = ASHLEY’S z _344-4212 | ae | TRAINING cenTRE | | cLasses stantinG THE Full, 
—s = AUTO SALES = {96 Cadillac Seville SHELL Bora ees | Seneuiliertt EVERY MONTH Apply i 
[+ CARS + TRUCKS + VANS *\|\ © aise hecheos na. * Now Has Nave message. nas cla ryOne. F BEAUTY +, 
as = * * Elegante FREE TRAINING & ACADEMY 0 Dotti’s B 
ig | f  pRoute 205 F | cso tes Sha BES ae PA-HOUR | ictactemes 90 | ritcement assistance 875-4398 : 
\2 top OP \al = Garten = | 7450 Shia TOWING | 2osca smear” | SEARTsMaS | | Sciever oe Shop 
| « 931-4801 « $ pationsy ie SELL IT FAST! - Pace ROR ee = eUORD PROCESSING AoiNeg EL RS: 
| t| weeeeewene Ly f hea Ls 877-0827 Utility Trallers 101 9:30-3:30 DAILY 20TH & CLEVELAND Hwy 
‘| 805S. Belt West Belleville | Me SCHMITT | &: idamipm | We Accept Cross Country | $33,505'5S. new tren. bos RECEPTIONIST GRANITE CITY, ILL. 1 mile south of 
\2| 233-3540 "moroountnn ¥ yout Chasssted a3. and Amoco Motor Club gs. SISO 451-067 83070, 12:390R1.00 | ————___— Collinsville, 1! 
|| Dan Lugge * Wayne Foster seo excelent CADILLAC’ OLDS: saan Campers 110 ALL 397. 3131 Help Wented ___320- 
|e 99 CLAY a TRY A tor forma’ 
i=) se cera ns ARAN =) | SS | A ee ee Ere : 
|. x4, $10,495 344-4212 CLASSIFIED AD sir.rzcy S700) oF ben Ideal Part-Time 
| 1987C o i 421 —— : 7 
2 7 CHEV. K-5 BLAZER 4x4 $10,300 _ ————— oO tunity Exists If 
|= 1987 CHEV. SUBURBAN 4x4 $10,495 | GOOD SELECTION OF Help Wonted 320 Help Wanted 320 pportunity Exis Wess 
| | 1980 PONTIAC GRAND AM 7285 ||| sago ne ogy dte at eae Dee: faa ee Ee: 
+ | 1989 PONTIAC GRAND PRIX $7,195 as okie e333 23333 5 = ou enjoy the 
| _,| 1989 NISSAN SENTRA $4,995 AT OUR NEW : ae |S: se pe ie 
| 2| 1988 CHEV. IROC Z CAMERO $7,495 ECONOMY LOT = Looking For ce | REE eee satan 
| | 1987 FORD TURBOT. BIRD $6,595 arhenki ne Between => ae 33, hae, 
|) 1987 OLDS CUTLASS SUPREME $4,995 Pontoon & 270 a TZ_| Fer, more, intormation 
+ | 1987 CHEV. CAVALIER 2-24 $4,995 = arenitelCiy i % M Th = ber re 
|_| ¢ é 931-7913 an = 
al WNT > wink) = 
{>} 12 MONTHS OR 12.000 MILES. JOHN NOVOTNY => ore Ja, ‘ 
B| ON ALLLISTED VEHICLES ae I ; 9 > FO ee aie 
-SNVA > SwonuL SUVS | = : JustA Job > 
St Wo ee CAN'T GET = '_ + 
BOB BROCKLAND A CAR? > “If You Are 18-21 2]? 2S. 
PRE-OWNED CARS & TRUCKS because of 3. hee Are L ki F You! a, ning Phone. 
CREDIT Karena |= We Are Looking For You! = kine ool 
PROBLEMS = ” = = 
Hwy. 444 & Marylend Ave., Fairmont City, IL 62204 Va y = : zs <5 seemnossanae 
PRICED TO SELL No Problem (Scurry | | caowrac-o.s | Begin training now fora = sunurean ai 
TRUCKS & VANS é = career in a growing = FILO MRNETING 
88 GMC '2 TON PU. 350 VB, Auto, S4.xxx Miles. Ci e a . ‘s => ‘ 
50 GMC 12 TON PVE SLE. Pkg. Zu Miles, Leaded CAD ENC eos 344- 4212 = occupation such as: rae i 
3.W. CLAY : 
i ee “ inte 7 Sierra Classic. Clean COLUPNSVILLE. tL ae . i ia oie = ‘ 
5 SI xX miles ' Te oa cor =e . 
BE TOYOTA 4 RUNNER 4x4 Extra Clean 344-4212 Chevy 620 Mark] 2 Aviation Mechanic Medical Transcriptionist = REPRESENTATIVE ff 
Ty SM io Tom bm 2a Mies A Cass. Cruiss il Conversion Yan | = Computer Operator Respiratory Therapy <> EP # 
0 GAME FULL SIZE CONVERSION VAN, Like Mew Donate The gt = _ Licensed Practical Nurse Word Processing Specialist. = For Cahokia/Dupo Area ; 
UNDER $4,000 Your Car a Se :.or dozens of other occupations. —_— H 
64 OLDS CUTLASS CIERRA. Extra Clea = => ‘ 
5 PLYMOUTH HORIZON. Rane reat ; to the ge Catan > Call now to see if you qualify ma Sales experience preferred. Must 
13 oa f Ue Auta. fe Py Mis Cancer g = f COST FREE => be abielo won with COLES! super- ! 
K SKYLARK. Ki St >= = es i : 
Foe: BLOM hr, it ie ~ : Cause CADILLAC - OLDS a for any oT our = vision offer training perios sae 
BH NSEAN PU Lo is eT i geese inteemation Cal const. | = Services. he - Fs SalaryiComm./Mileage - . 3 
8 C xxx Orig. Miles e * 567-9730 or = = z Pee hip Pleasant Working Environment oo 
2 POMTAG Fino krta-kO ast Mies Call Today, wegen eae 3604212 = psa Beastie rz , Medical Berto & Vision Insurance 
81 FORD F100 P.U_ V8, Runs Great Ride Toda oll Free —_— Fe -8943 EEO/AA : / =a | 
TE PONTIAC BONNEVILLE. Good C3 ; Rebuild sah : ont me i a aati oat eg ae «Paid Vacation : 
redit rg ! = - > 
% DODGE SPIRIT. Aste, AC. Cruise, Etta Ci : - : when you place = ‘ Th 6 > 
% DODEE B DAYTOMA. Auta _ Low Miles “Vice tr _ as8 7e58 oe: yourad inthe = aqveeon A halrmnan Pate By Chairman > can eee ioe 
TIAC 80 waded, Mice Car, 785 Calt Suburban Ee Don Churovich : 1815 Delmar Avenue 
84 BUICK PARK AVE. Loaded Extra Clean. Musi See 1-800-924-7231 Journals.. > Administrator Granite City, IL 62040 
$1 PONTIAC FIREBIRD, Loaded, 25.11x Miles 8,995 “Your Wheels Are f ee eee eae we Se aed 877-7700 
$1 FORD ESCORT LX. Low Miles. Auta, AC. 4 Dr. 6.995 A Phone Call Away ee 
SB EAGLE PREMIER ES, Extra Cieza 4120 S. Illinois ~ ee er ee ee ee 

























89 MERCURY GRANO MARQUIS WAGON. Loaded. Extra Clean ii 
88 PONTIAC BONNEVILLE SE. Loaded. Must See peteriien 


New Car Buying Guide 


Comprehensive Directory Of Authorized New Car & Truck Dealer 

















; z " PUNDMAN FORD. Pundman People Care Open 
eae BMW. a] | DODGE T] tiie"GaneSpm TH Sagem. sat Sarnsom, PONTIAC 
NEWBOLD BMW Belleville, IL (618) 235-7200 St OLIVER C. JOSEPH, CHRYSLER DODGE, INC. Parts & Service open tll Midnight Mon-Fri. 272 BOMMARITO HYUNDAI Open MWF 99,7-Th-Sat 808 BROCKLAND PONTIAC Open M-F Bam-Oqmn 


W. Clay, St. Charles 946-6611 Sat;Sam-6pm. Highway 111 & Maryland Ave., 


9 + in ti it i 
Louis (314) 241-8290 Serving Bi-State Area Since 1914. 3rd & Wes! Falrmont City, IL 618-977-2700 


9-6. Lindbergh at 1-55. 894-8840. 
Main. Belleville, IL (618) 233-140, (314) 421-6142. 


a 














- a ==- DON DARR PONTIAC. Open MWF 8:30am-9:30pfh®, * 
CHEVROLET ROYAL GATE DODGE MWF GamOa0pn TH — 8am€pm., Sal. Jam.-4pm. 425 N. Hwy. 61 in Went- = Pues Tura Sal, :30am-Bpm. 6127 So. Lind 
JIM BUTLER CHEVROLET - M-W-F Open until 9 p.m gam-Spm, Sat. Sam-Spm. Service hours: ville, Mo 327-1700 or 441-2323. LANDMARK CHRYSLERIPLYMOUTHIJEEPIEAGLE | -St. 5 





7-40 Louis #1 Chrysler Plymouth dealer! 955 N. Lindbergh. 
Chevrolet Cars, Truck$, and Geo + Used 7:30am-5:30pm. 15502 Manchester Ad., ry yy Gall- 
x Trucks. 9900 Walson Aid. 966-3311 Ellisville 394-3400 SUNSET FORD. Open MWF, 5:50:30, T-Th Florissant, 858-8300. See us first! FATURN 5s 

8:30-6. Service open M-F 7:30-Midnight. Corner aa 
“i ? MENARD AUTO SALES, ING: ality Sales and SATURN OF SOUTH COUNTY - A Jim Butler Dealdt! : 
CHRYSLER - [ FORD of Gravois & So. Lindbergh Just east of 1270. Service Since 1958. At the sae in uma, IL < shig. 11577 Lindbergh Business Court. Open Me‘! f 


618-282-2386. W-F 9-9:30pm., Tue., Th., Sat. 9-6.892-9600. For ik™ 





















$$$ $$ $$$ 
OLIVER C. JOSEPH, CHRYSLER/DODGE, INC. Cust. (800) 444-9660. es 
3 Truck Center. Over = 
‘Serving @i-State Area Since 1914. 3rd & West DAVE SINCLAIR FORD. Open MWF 8&:30am- SUNTRUP FORD - Van and Bee G00 ROYAL OAKS  CHAYSLERIEER. 4080 Mexico.Fd _ 
Main, Belleville, IL (618), 233-8140 (314) 421-6142 9:30pm. Tues.-Thurs..Sat. 8:30am-pm. 7466 S. vehicles in stock. MWF 9-9. T-Th 9-6, Sat gatingectey 3 SATURN OF WEST COUNTY A Jim Butler Dealer- 
: ‘ Lindbergh. 692-2600 Charles Rock Rd. at |-270. 291-1234 928-8000. Open MWF 9am-Spm. T-ThSat. 9am ship. 14291 Manchester al Woods Mill, Open Mec 












GGHRYSLER-PLYMOUTH | Span: Berio open ST: : WF. 99:30, Tues., Th, Sat. 96, 256-9300. , 
DON SCHUNK CHRYSLERIPLYMOUTH -“Because | HAMPTON-HENTSCHER FORD MERCURY - 5200 W. YATES FORD NGitvcoad, MO 312-822-5000. é LINCOLN MERCURY TOYOTA <4 


You Deserve the Best” Sales open M-W-F 8-9, T- Market, Red Bud, IL 618-282:2375. 
fee Ser 7 2050 ss HERITAGE LINCOLN MERCURY. Open MWF Sam- 


Th, 9-5. Service M-5 7-6. 291-2050. 
: T-TH -SAT. 5 1911 Van- NEWBOLD TOYOTA Belleville, WW (61 
8:30pm, 8am-6pm.; S) Bam-Spm. 19° an: St. Louis (314) 241-82 8) 235-7: 


LANDMARK CHAYSLERIPLYMOUTHIJEEPIEAGLE st © KRIBS FORD CITY Open MWF Bam-Gpm; Tuss., 7 -dalia, Collinsville 436-2773; 344-3500. ane 
heater! Thurs., Sat. 9am-Gom, 10700 Page at Warson, 3% 
Louis #1 Chrysler Plymouth dealer! 955 N. Lindbergh re arg ae LH 
Florissant. 836-8300. See us first! oo G. MAZDA VOLVO oy 
F = 4 L Lain 




































ROYAL OAKS CHAYSLER/JEEP - 4080 M ig.. LOU FUSZ FORD, Fastest Growing Dealershi BOB BROCKLAND GMC TRUCKS Open M-F 8am- DON DARR MAZDA. Open MWF 6;30am-9:30pm., 
928-8000. Open MWF Sam-9pm, T-TH- Sat Game the metro: MWF 99:30, T-TH 8, Sat. 95. Hwy. 40 9pm, Sat: Sam-Spm. Highways 111 & Maryland Tues.-Thurs.-Sat. 8:30am-6pm. 6127 So. Lind- NEWBOLD VOLVO Belleville, IL (618) 235-7200. Sho 
6pm. Service open SAT. Yat Chesterfield Airport Ad. 532-9955. Ave. Fairmont City, ILL. 618-271-2760. bergh. 487-9000. Louis (314) 241-8290. 









Send your message to Journals readers throughout the Greater St. Louis & Nlinois Areas 
For information call your automotive representative 



















: Few. Hous Soa 
Pa Sk Sige ae ee 
sCan Earn You nem ‘sitters ine “smart 
} Extra Cash “*Ebal odayt 
' During Your > = oe 

- ag ne Ti +7 feria looking lor proven Sates 
H Spar IME ~  Reeuasentativas fo sal pone 
‘aitice, produ 
Ir door-to-door deliv- pee Seuling stoote 
ry jObs offer flexibility ‘cea Noxibre hours, Kopin 2 


ind the independence of 
et(G your own hours 
andewages. 2 


Cay. th. 





CLEANINGICOOK 
$4.00 





bosdfons available in 
thes® zip codés and 
Jdjoining areas: 


issour 63021 
i 63109 
mec 
om 
mut t 
wt 
oad 
are pes sz36 
‘eis 62208 OELKUS & SON LAWN AND 
62220 LANDSCAPING looking for 
ar Spring an Summertime heip! 
eal 62040 344-71: 
— 62234 
ii train. No sales 
collections. 





Press Record Journal, igh 
Mature, havecar Oetmar, Granite City, 
62040 





dependable. 


ped 


DRIVERS NEEDED, Apply at 
1215 Madison Ave 


DRIVERSITRACTOR TRAILER 

We have an immediate need 

for Over the Road drivers. We 

offer competitive mileage pay 

plus additional outstanding 

benetits. 

@ Start up to 26 per mile 
loaded/empty 

* Home most weekends 

* No East Coast 

» Late model well 
maintained equipment 

* Family owned & managed 

+ Minimal Orivers Unloading 

Health and Life Insurance 

# Paid Vacations & Holidays: 

+ Profit Sharing Program 

# Generous Bonus Programs 

For immediate consideration, 

please call Kelly at 


GULLY 
TRANSPORTATIO 
1-800-998-5001 


training video and 
por these: immedi- 
enings, please 
{ Kathie at 
14) 351-8150 


burban 
Bien Fielcd 


pours of Spm. 10p1 


and Sam. 2p 


pany 

age, Retirees welcome For 

tgrigw call Miss, Hamilton 

eactqis. Sundwy cari 
0 


7. MECHANIC. expert 


N 





VE SALES 
weonsue tants 
Ong aRICE ie 


Guiks Must have @ class 
cou. 
Ot 


wityears experience 


fai A dental insurance 


HOUSEKEEPERS 
Sharon's Maid Service tnc. 


ie hiring tor our Collinsville 
Office Apply this week, Bam 
apm 
1601 Frederick St. 
Collinsville, 


ahestate, OW. Brown Rea! 
a BIgxided. Cal 





WORK AT HOME 










2 week doing what you 
arent!!! 


Call (618) 876-5748 
Ext. 165 


Make Over and benefite in an “at 
home" atmosphere o 
FEOOO | | ssuz ze8 
A Weert WE ARE DOING! 
New Exotic ALL SHIFTS AVAILABLE 
o Club COLONIAL 


900 Steams Ave. 
Granite City, IL 
[') 


931- 


“CHEEKS” 


==@all or come in 





SALES 


——o have 2 open sales terntories located 
in the S$, Louis/Metro East Area. 


— ha 

revious direct sales of direct consumer 
contact experience 

@ Excellent communication skills 

(@-And b neat, sharp appearance 


We can’ offer: 
Ye Company paid training 
‘Company paid medical, dental, & lite 
$ insurance benefits 
®e Vacations, bonuses 

401 K savings program 


SHSPEVEERIR 


Hf you-are tired of long hours and short. pay, and want 
20 join a company in association with one ‘of the highest 
. growth industries in the country. 


Call Mike at 618-345-9150 
or Toll Free 1-800-842-2804 


{Equal Employment Opportunity Employer M/F 


— 


SALES 
REPRESENTATIVES 


B-UIne Systems, Inc., a leading metal fabri- 
cation manufacturer located in Highland, 
Iinois thirty miles est of St. Louis, 
Missouri is searching for an entry level 
sales representative. We are a leader within 
the, industrial support industry with six 
manufacturing facilities and various distri- 
bution centers located throughout the Unit- 
ed-States. 


Candidates should possess a B.S. degree 
in Marketing or a related field, strong sales 
personality and willingness to relocate 
&fter 12 months with the company. A com- 
prehensive training program is offered 
along with a competitive salary and benefit 
patkage, including a ADK health insu 
ance, dental and pension. 


Wyou are looking to joina fast: paced, sales 
griented company with annual sales 
exceeding $100 million; please send your 
resome and salary history in confidence to: 


B-LINE SYSTEMS, INC. 
509 W MONROE 
HIGHLAND, IL_ 62249 
ATTN: PERSONNEL. 





EOE. MIF 














































































mest to Coin Brothers’ Lumber, 
ott Betuine ‘Re 





























experience plus EOE 
Apply in person al Lanter 

ner Corp. 1600 Collins 
Ville Avenue. Madison. illinors. 
52060. 


tronist needed w 
a 


MEN'S BARBER shop station 
tor tents 876-7192 after Spm 








But rot, sasentiat, ares 
BO Gon 1367 Grants Gy i. Bames- Hospital is Currently 
SS sore part-time Certified 
SALES RereeseTATIVES. for Barnes 
lay, Donets, s00% oan. Extended Care Coayion and 
200 scent ee > 40" Private Duty Nursing. CPA 


Certification is required. For 
consideration apply in person 
at 4353 Ciayion Avenue or 





STYLIST NEEDED immedia’ 
isnec 





Barnes Hospital Plaza 





NEEDED. 50 PEOPLE to lose 
weight No will power needed 
100%, natural 100% guaran. 
teed 303-4656213 

NOW HIRING Housekee: 


$B Sone in, Person at Moret ©. 
‘at Louis: 


= 
eam taanney 
re WG 

io 
House INSPECIORS. AS 
Ein Necessary oes 


rain: Cail 219708 
Ext H3ez.Bam te Bom. 7 








PART-TIME — 
$6-510 per hour plus bonus- 
es. Afternoon hours. No 





KITCHEN CABINET 








SALES. Hiring person 
with prior kitchen cab- perience necessary 
inet sales experience. Strong people skills 
immediate po required 
available. 4 
respond to \e beespboghe 
P.O. ox re 1-800-966-3584 
Q'Fation, 1 ext. 1291 
after 3pm_onh 
PER POSIT 
“Ideal Part-Time phone worn at ro once ie 
Opportunity © xaren'or Sion ‘325008. 





PERSON TO live in and care 


Exists If... 














You enjoy the in- Granite City Press-Recorg 
dependence of sett Haournal. 1815 Delmar Gran 
n 3 62040 
your own hours ant aecee rons Te = Cienw 
wages. 





You enjoy the out- 
doors 


Ideal Part-Time 
Opportunity 


You are energetic 
and le 


Exists If 


*You enjoy the in- 
dependence of settin; 





We need people inter- 
ested in becoming 
independent contrac- 
tors to deliver maga- 





.zines and catalogs your own hours an 
door to door in these Wages 

zip codes: 63021, 62220, *You enjoy the out- 
62040, 62208, 62234, loors 

63109, 63119, 63122, «You are energetic 
63123, 63126, 63131 and dependable 


For more information, We need people inter- 









fill out the coupon ested in becoming 
below and mail to: independent contrac-. 
Suburban Journals, tors to deliver maga- 
4806 Potomac, St. zines and catalogs 
Louis MO 63116, Atten- door to door in these 
tion: Operations zip codes and adjoin- 
seasdeeesess Miso: 63021 
am interested in 63109 
dexivgrimapaganinen 63119 
63131 
Name 63017 
Addrew, 63122 
city mis 
= 631 
pee Illinois 62208 
Zip 62040 
Day Phone 62220 
6223 
e. Phone: ______S For more information, 
Bi can work, werkdaval call Kathie at 
BF Ntcckends “hott S14) 351-8150 
Seeeseceneeeuss 
Suburban 
Suburban Field 
Field 
ie! Marketing 
Marketing af Ne 









c ving 
fecord. ‘Sau ae tor 
pointment 

Sorte. Mis 
Fergu 















Apply In Person 


COLOMIAL CARE CENTER 
‘3900 STEARNS 
GRANITE CITY 


i, mijes North) 


Attention 






















CERTIFIED 
TELEPHONE BOOKS NURSE'S AIDE 
No Experience Necessary P@re) Cel iit-te (2 
Deliveries Start immediately Is Now Accepting 
190 people.needed to deliver Applications 


the new Old Heritage Madi- 
sonSt. Clair Co. Area Wide 
Telephone Directories in 
town and rural areas in all of 
Madison and St. Clair Coun- 
ties . 

To become an independent 
contractor you must be at 
feast 18 years old, have the 
use of an insured tar, van or 
truck, and be available a min- 
imum of 5 daylight hours 
daily. 

To Reserve a route in your 
neighborhoad call 
1-800-827-1200, Ext. 273 
between Sam-5pm, Monday 

through Friday. 
‘American Directory Service 


EOE 


Apply In Person 
#1 Colonial Drive 
Granite City 





CERTIFIED 
NURSE’S 
AIDES 


Want other 










otitive 
netits 


All Shifts Available 


COLONIAL 
CARE CENTER 


3900 Stearns Ave. 
Granite City, IL 


salary 









DILLARD’S - ST. LOUIS CENTRE 


We are leanne for people to work 
part-time days, pgonsray between the 
hours. of 10 am-3 pm. If you would like 
a great job with generous benefits 
and a competitive salary, please apply 
Monday 10 am-3 pm; Thursday 10 
am-6 pm or Saturday 10 am- noon. 


4th Floor Executive Office 


equal opportunity employer 


HELP WANTED 


Immediate opening for part 
time paste-up personnel. 
Paste-up knowledge of 
newspaper editorial/advertis- 
ing helpful. 

Must be able to work flexible 
hours, late nights and 
weekends. 

Applications being accepted 
Monday thru Friday. 8:30 a.m. 
-5:00 p.m. at: 


Journal News 


Southern I 
219 North res 
Belleville, IL - 
(No Phone Calls Please} 
EOE. 34 


apere. 





























WANTED. EXPERIENCED resi 
closer Partume. bond 


‘St Lowis, MO 63110 
EOE WFO 


estate 
titte, Troy. tL. 664-1 






Help the elderly with the 
doy to doy core os o Nurses 
Aide. 


century. Burns tat. 
energy. Cail 604.2009 

WILOLIFESCONSERVATION 
08s Bos 


* Mennwomen 





ull ben 
2 Excellent 
For into cali 219. a cenit ext 
7444. Sam. to Spm. 7 days 








Position Available 













Medical Health H 

lor RN’S willing to 
Sore 338, work —_port-time 
MADISON COUNTY Sneite day shift. Come 





re Some is currently seeh- 
ing LPNs. full time. midi 
positions ang part time 


pleasont 





join our 
staff 








Peis Must be Ma. 

Snare akene We: hove: com: 
¢ jome, PO. Box 441, 333 | petitive solary 
Sta St Faeaceeeggt | with annual raises 


Gay Fray. 9am.4:30pm. Ask 
for Director of Nursing or the 
Koministrator. whens 
Vaughn Home He: are & 
Services, inc. is seeking expe: 
nenced caring professionals 
for the position of 
RN 


& goad benefits. 


CALL 539-5856 
M-F 














In Alton, IL 
We offer top wages, bonus 
vacation, 401K and insurance 
benefits. Contact Margaret or 
Jacquee al 100-452-3796. 





Extension. 1228 











Business 
Opportunities 360 


TAREER OPPORTUNITY 
$23.00, iovesiment and earn 

‘or more’ per week 
ian or parcume, GaN Linda 
797-0839. 


Visiting Nurse 
Association 
#7 Executive 

Woods 
Swansea 
Has opening tor 
Registerea 
Professional 

Nurse. Full-time. 

full benefits 
Hours: 8-4 
Monday -Fricay 





EARN EXTRA MONEY 


Louis. 62201, 2 
OPPORTUNITY TO get im on 


wound level of Network 
KTG Rexaitas trusted 


name for years is looking for a 














mee scaicccpis Sal 3%e 290 
236.5800 Saf eSESP ton a teconaed 
1-800-642-5429 SELL IT EARLY 
= = SELL IT LATE 
LPN’s & CNA’s (EeCaeiaimeaee 
NEEDEXTRA [2 Bam-tpm 


Cali now to 





MONEY 


cad 





ow? ogo basr 
: a 
“QUICK PAY" 1-800-765-FAST 
SERN. Child Care 380 
HEALTHCARE INC. MATURE WOMAN will baby 


520 FULLERTON ROAD 
BELLEVILLE, IL 
1-800-231-1834 


EQUAL OPPORTUNITY 
EMPLOYER 


Sit part time oF Nelp the elder 
7-03.36 of leave message 





ty. 


Maryville Manor the newest 
» health care facility im the area 
now hiring RN's and LPN's for 
Evening shift. Full and Part time 
Positions Available. 


Apply in person 10ani-4pm M-F 


Mayville Menor: 
# 700 VADALAENE DRIVE 
MARYVILLE, IL 62062 
(618) 288-5999 
Maryville Manor, the newest 
health care facility in the 
area, now looking for a Full- 
Time RN for Day Shift. 
Apply in Person 10am-4pm. M- F 


R Maryville Menor 








1700 VADALABENE DR. 
MARYVILLE, It 62062 


(678) 288-5999 


Maryville Monor the newest 
health care facility in the area 
now-hiring AN's and LPN's for 
day shift. Full and Part time 
Positions Available. 


: Granite City Sunday Home Journal—March 7, 199398 














Apply in person 10am-4pm M-F 


Maryville JManor 
x cytlle Mlénor 


700 VADALAENE DRIVE 
MARYVILLE, IL 62062 


(618) 288-5999 


Maryville Manor “the newest 
health care facility in the area 
now hiring LPN's for Midnight 
shift. Ful and Part time Posi- 
tions. Availabte. 


Apply in person 10am-4pm M-F 
Maryville SMlanor 

# 700 VADALAENE DRIVE 

MARYVILLE, IL 62062 
(618) 288-5999 

Maryville Manor, the newest 

health care facility in the 
area, now looking for a Full- 
Time and Part-Time LPN for 


Midnight Shift. 
Apply in person 10am-ipm. M-F. 


Maryoille Manor SMtaror- 


700 VADALABENE OR. 
MARYVILLE. IL 62062 


(618) 288-5999 















































































Chlid Care — 380 Personals 430 1460 

$2040 STATE LICENSED Day ADOTION DAVES HOME Repair ard 

4aré in-emy home. Aringion Eager. active mom & dad to Remodeling. Honest. 7 
3 area. Openings be (teacher & heattty care able work NO jOD 1Sc- snail. * 


ergh 
Syr_ sigs. Gaianced meals + sutten & = 








ames 
300-737 tie ext. 277 tt 
$2.950min_NNI-702/569-0903 


IN MEMORY. Hazel Presley. 


enced mother, Cai 


CARING. DEPENDABLE. 
Child Care in Christian nome. 
telesences, Cali 876-5338 


D@zy OINOSAUA D 


IMPROVEMENTS: 
«SIDING * ROOFING 
* PAINTING * DRYWALL 
* CARPENTRY 
STATE LICENSED, 
BOOFERS 








righiness and warmth would 
{it our world and the lignt 


tom 

licensed. Lots of fun inings to 

do_ 344-6415. Chrissy 

EXPERIENCED CHRIS: 

moter will be moving 1c ares. 

S008. 18 1ooking for full or part 
Position for Dabysitring 


HAULING, ANYTHING, any- 
time, metuding Sundays. 797 
1755. 





+ Fucer mesure a! 


FREE ESTIMATES 





iy Sadly missed by ail who 


Love Her. 
THANKS YO "Seirg use tor 
iw. 





instructions 


PIANO LESSONS Tor 
ners and Advanced. 25 
experience, Cal) 452+ 


FREE VOCATIONAL 
AND GED. CLASSES 


Free transportation 
and child cas 


Venice Lincoln Techaical Centr 
874-7792 























Tree Service— —%620-—- 
KW RANDY'S Tree Service 
insured. bonded. licensed. | 








available c 
Granite CityiMacison area 
Call 453-7228. 
iN MY hon 


Call anytime 
Joyce, 345-4637 oF leave mes RON ROBERT'S 
TREE SERVICE 
Trims, Removes Trees 
Fully insured. Free Esumat 
597-0841 or 345-9232: 


ones 

LICENSED HOME Day 

Ras openings, CP 

Qelenced, raeals, relerences 
‘B77 2654 





town & 
Service 1265 


DECKUS & SON LAWN CARE 
NO LANDSCAPING. 344 
7128 





TREE TRIMMING, mumaey + 
work. Iree estimates. 
4514 





Ads 400 


Happy Upholstery 1650 
BIG “5-0” Pee ae as | 
BEVERLEY FRED@ DAVES | oro eer 


Mobile Home Moving 
& Repair 
Canokia 

Days 337-7155 

Day or Night 337-4669 


Antiques W710 
MINUTEMAN FURNITURE 
RESTORATIONS - Strioning. 
Aelinisning.. Repairing 
Rntiquemmodort 797°1703 


DALE’S RESALE 
( We Buy, Seland Trade | 


Open 9 am. to 5pm: 5 
Monday thru Saturday 
451-2354 


ae 250t 


Washington 
Missouri 


Avenue 
Granite Cty 
Garage Sales 1720 
SELL IT EARLY 
SELL IT LATE 
SELL IT FAST! 


MARCH 8, 1943 





Pointing 1350 


WARS. QUALITY PAINTING 

Oig tasnion quality with com. 
tive prices. 30 years in the 

iness All work gua 
insured 667-7765 











Accounting / 
Tax Services yar 


TAX RETURNS PREPARED 
£ rat 





Wallpapering 1360 


HICLMERS_WALLPAPERING. 
Painting. & Plastering, 288 
6127 


Societies / Li 


410 


TRIPLE 

LODGE 

No. 835 
AF. & AM. 


NOTICE TRIPLE LODGE 
No. 835 MEMBERS 
Monday, March 8 
F.C. Degree 
7:00 P.M.* 
Wednesday, March 10 
M.M Degree 








Income Tax Preparation 
Electronic Filing 
BUENGER 

ACCOUNTING 


2235 Pontoon Road 
797-0801 





1400 
oO 


Plastering 


wu. 
Wai 








FART. New Hom 
repiastered hing 
of FREE ESTIMATES 





Call new to place, 
your Classified. ad 


BUTS REPAIR and auto body 966-FAST 


Mee! drive and 4 whet 
elcome. At home pric 






or 
1-800-766-FAST 


Auctions 
/Flea Mkts. 1730 } 


GRAFT FAIG. Maren “Zorn. 
dor space: 





Business Services 


PC 797-2666. 
Secretarial 


825 
Announcements 420 
SELL IT EARLY 
SELL IT LATE 
SELL IT FAST 

- ees 





300 
Line Collinsville. 344-3183 


SPRING CRAFT FAIR al Moly 
79 East Luineran High Senco! | 
‘6305 Center Grove Road 










High Pressure J 
will restora your lines 0 Jk 











Correspondence 
Mailing Lists fen ee 


Pick Up and Delivery 





















SETTING 222 FLOWING 
235-9716 


NO TRAVEL CHARGES! 





or 
1-800-766-FAST CRAFT PEOPLE 


WANTED 
CES ST 
AVAILABLE FoR 
WELL ADVERTSEDS 
SPRING CRAFT 
SHOW 









WATER SEALING ON ANY 
CHIMNEY TRUCKPOINTED BY 
Burkett's Tuckpointing 

& Chimney Repair 
Granite City, Ik 


Cibirere kre 


Personels 430 


Feros 
ROOPTION A GiFT OF LOVE 
COLLEGE PROFESSOR & 
TEACHER, madly in love. will 










services In your toca! ye 










Remodeling 1460 


LEWIS HOME improvements. 
mm additions. 


PROMOTED BY 





















Cleaning /Domestic 

Services 900 

PERSONALIZED CLEANING 

Fie estimates Fully 
anytime 

9370502 


ject at 708-845-9948. 
ADOPTION‘ 
ING A Baby to Cuddle 
To Love '§ Educate 


CONTACT: THE! 
LAST STRAW 


(217) 347-2641 








Hart 





800-845-9763. 








Financial 1070 
ADOPTION $8555 FAST CASH sa555 
A warm, loving, finan PAWN YOUR TITLE 


RIVE YOUR CAR 
NO CREDIT. CHEER tit!! 
465-0125 


cially secure, happy 
home awaits a child. 
All expenses paid 
Please cal! collect, 
anytime 212-288-2728. Hendy Man 


MR HANDYMAN 
repairs of ail kinds. No 
small, Free estimat 
e472 


2616 DENVER, GRANITE CITY, IL 
AUCTION — MARCH 20, 10:00 A.M. 
OPEN HOUSE — MARCH 14, 1:00-2:00 P.M. 
MOVE RIGHT INI! Storm windows, gas heat. 100 
Amp service, 880 sq. ft, 2 car garage, full 
basement 
There Is Targeted Financing Available For This Arex 
Please Call Auctioneer For Details. 


BALSTERS AUCT sey 


Commercial & Residential 
Real estate, Personal 


1185 














Security Finance 


‘Fast Freamy. Cautiaretial Service 
Loans from $102 to $567 
Call or come by 
210 E. Main St. Colliasvitte 
346-9107 








































FLOYD'S 


HANDYMAN SERVICE 


ows. Dod 
Genera! 













NO JOB TOO SMALL 









DIVORCE fixes *463 Ca! Properties, Liquidations 
BANKRUPTCY. -4¢s Lames 377-SOLD 








payPians Eve, Appt. Avail. 
Attorney in General Practice 


Randall P. Steele 
288-9591 » 876-4334 
LAW OFFICES 
PROBATE « INJURIES 
ACCWENTS « ESTATES 


MR. FIX-IT 


ALL TYPES OF 
HOME REPAIRS 


No. Job Too Small 





PUBLIC AUCTION 


SURPLUS LOT & VACANT GROUND 
> IN : 


MADISON COUNTY 
Approximately 350 Properties will be Sold 
SALE PRICES-AS LOW'AS $250.00 

UP.TO 90 DAYS TO PAY 
SALES CATALOGS:- When: Monday. March 22 
Tuesday, 
Avail. for Purchase imei ee 
Where: Holiday inn 
3800 Homer Agams, 





360 


FRITO-LAY/COCA-COLA VEND 
ROUTE $100,000 POTENTIAL 
YOU NEED $18,600.CASH 10 
START YOUR BUSINESS 


1-800-950-6349 










at 
County Treasurers Office. 
Madison County Administration Bidg. Pkwy 
Ecwardsville Alton, iL 


For Info Call: 
MADISON COUNTY 
DELINQUENT TAX AGENT , 
Auction Sales Dept. 
Phone 1-800-248-2850 


REALESTATE AUCTION 
1530 SECOND ST., MS2ISON, iL. 
AUCTION — SATUPI =~ ULE ED: 10:00am. 

OPEN HOUSE AAI GELESH7, 4:00-2:00 Ps. 
150050. Ft. NEES Bain, Garage, Large Living 
Steers Id STREET, MADISON, 1 

CTION — SATURDAY, MARCH 13, 10:30 A.M. 


OPEN HOUSE — SUNDAY, MU -00-3:00 P.M. 
Treeq Fh SBsdrooma 1 Sain 


820 LEE, MADISON, IL 
00 

















































BeautiConirol 
THE WORLD'S PREM 
SKIN CARE & IMAGE OMPANY 
Ist [PLACE FOR A WOMAN 
EIKE VOU 
As A Profe: ionally Trained Consultant 
You Will Offer:*Skin re & Cosmetics 
*Image Make Ove) Color Analysis 
*Skin Analysis *Figure Analysis 
SES LIMITED & FO > NOW 


2 Bedrooms, } Bath, Complete with Refrigerator, Stove, 
Washer and Oryer 
ATTENTION — HOME BUYERS 
There is targeted financing 
Please ci 


available for this area’ 
‘Auctioneurs for Getalls @18) 377 


Real Estate Sold Subject To Owners 


BALSTERS AUCTIONEERING: 
Commercial & Residential FUET= 


Real estate, Personal 
dations 


377-SOLD 


M 














Farm Equip. 
:Supplies 


ysep Thacr? 
aK 

















LYNN TRACTOR 


ALTON, Ik (6 5-3541 





leaves $1000 
MUST SELL 





‘O80 632 
Contemporary 





Shepn. 
temaies, 


WHT Germa: 


‘amaies. 





females. Gorm 1-693. Chris or 





Mature Mid Ma 











charge able Person C 
RsvileMaryvile area Cal 
Meares, 


Jewelry /Watches 1920 





ure bred. 284-7 
© PUPS. wormed with 
ra S75 S30-a287 
CHINESE SNARE) 
Miniature Bicodine Puppies 
(61816547128 
DOG WATCH 
Maden Fence Systems 
cm 






















Old Jewelry 
Watches, Coins, Etc. 
We Pay Top | - 
Dollar 
Casablanca 


Jewelers ‘ 
620 Lincoln Highway 
| Suite 3 


BLO Ger 

d puppies. no pap 

ts and wormed 
ter 4p 





28-4 
































FOR SALE. large office cesk. 
$45_ 931-4719. 





 20575R15 GY E, 
Ruminum wneer 


jes with 
D Cpl: 
computer monitor, VGA 38 





DP. "$200 negotiadie 
2163 leave meszage. 

HEAVY.OUTY gas space heal 
@, NO iMermostat. S25. 1975 
radiator. Luy truck, $75. 656 
S376. leave message 

1BM PC. 640K. 2 Nappy drives 
witn color monitor, $325 
Exercise bike $75.00 Aw con. 
tron writ 5000 BTU. $70.00. 2 
Ninetendos with 6 games as 


797 














18. 385.00. Computer Oesx 
$30.00 Cal! 797-0927 arter 
5.00pm. 

JOMNSTON USED Furniture 
% Appmances. 452.7153. 1335 
Ecwardswiie Road 





MILL ROACHES Buy 
ENFORCER Overnite Roach 
Spray. or Overnite Pest Con 
i Concentrate Makes 
lons Kills Roaches Ove 
Sr your money back GUA 
ANTEED" avatiable ar ons 
Hardware. 1839 Dermar 
MICROWAVE REPAIR. also 
Used microwave ovens. S15 
'$30_ 871-2150 

















1992 Murray Piaing Lawn 
mower 12% ho. 38 inch_cut 
Used Fagidare retrigerator 
Goo for Dasementiback 


Sorch_Gest Offer. 931429. 
NINTENOO AND 4 game 
hgges $100 331-6916 

PORTABLE ORYER mime 
jacket with noog. Catt 








Pits 


Mesiest PROM DRESSES ape Boe 3 
pastrcemen ts pink, each under $100 Cai 
PEARL OF Fa? 1879 after -S.Opm 





























Gu Veo 
We Girne | 
GUITAR, DRUM, BASS GUITAR | Swain tzu puries 
AND BAIUO LESSOXS Realth guaranteed 426-77 
Hudson Musie | Sty Tzu purries. axc 





SIBERIAN HUSKY female 4 








Furniture 
Drape: 





1865 











WE BUY USED FURNITURE 





Hobbies / Toys 1910 



















SCHWEIGER COUCH & Tove, 





Sid Diack satin with 
trim ana marcning 
must sell, Call 931 









SIDE BY 

olde 

100_45 
360 Stn’ Cut off 
ew 36 inch wictor o 
Orch with two sets of gaages 
mith about 150 foct of noses 


















ets. Cait a5. 
STURDFBURT PARMIGs: 
Commercial Buildings. Ove: 
SOyra in Post Frame Con 
struction. Daye (800)345-3770. 
Eves: 244.2834 

THREE PROM Oresses. royal 
blue with white Dow royal 


Bide with white rut nt 











sas eres 
Grand Piano | Stereo/tv 1990 
Liquidation So scans set 
Save Up To $0% Off. - 
Lifetime Warranty. | Misé-for Sele __2020 
Free Delivery & Tuning. | Stes°S 


Miller Music 
624-5814 







SERAMIC SUP) 




















We Buy & Sell 
OLD POST CARDS 


Dale’s Resale 


2501 Washington 


451-2354 





2305 


ROOM TO 
OUT Living 
3 bedroom brick will 
grand. It 
sams. a full 
es of ste 
Owner may be willing t 
help with 


how oF evenings call Dea 


397-7181 


STATELY 
HOME 1s 


BRIC 
night 
family 3 
bedrooms 

and a garage. 


ditional 
utth the payments. 
our officeinow befor 


income 


doin 394-1333. 










f 


MORRIS HILLS: 2 BR in 





SPREAD 


Loe 2 bbe hae eae 


features large 
basemen 
age space 


financing. Cal 


K been remodeled with new 
for 


plus 
full basement 
The 2nd 
floor can be rented for ad= 


0 hel 
Call 
t's 
too late ot evenings call 





PROPERTIES, 


410 Beltline W 
345-2980 














Pataly 54-5168 = 
CHAIN LINK fencing double 
alec. ‘Beassrsnia nore 
152 CORE FOOT Konno 
ORYER STOVE sewn 
Talker Gait 48a 

ELECTRIG RANGE and e170 
ECTS Nise 


FORMAL ORESS. 
tose, white lace. worn once 
Original once. $325: 
Prone 931-0168 





ALL JEWELRY 
ON SALE 


Cardeases For Sale 


2540 Washington 
876-6414 


OFFER WANTED on this 
3 bedroom double wide 


3 fenced lots, There is a2 
far garage, a well and 
even room for another 
mobile home. Call our of 
fice now or evenings call 
Delia 397-7181 


GREAT INVESTMENT 
This 4 bedroom home in 
Lebanon has recently 


AL’S PAWN 
& BUY SHOP 


We Loan. 
We Buy! 
°VCR's 
*GOLD 
*DIAMONDS 
* JEWELRY 
*TOOLS 
*GUITARS 
*NINTENDOS 
*CD’s 
“STEREOS 
““Roeweat Fates 
‘, a5 
403.N. Illinois 
Belleville, IL. 





carpet. furnace. central 
air and a new, kitchen. 
Priced in the 30's and 
rents tor $510 per mo, 
Call our office of evenings 


call John 394-1333, 


VOODED BUILDING 
SITE in West Belleville 
well established area 
Perfect location for your 
new home or just for the 
investment. Call now or~ 
evenings Delia 397-7181 


397-3400 


ip 














Dive with rulties. Si 33) 
3706" Ask for Sher 

THREE VERY Nice formals 
Baby swing. sofa apie ang 








GdeBy Ietiermans jactet 
WANTED WASHER 

Aso "sales oa 

an 

WantedtoBuy 2030 
POCKET WATCHES mens 
wristwatches antique ma 








ana 


WE BUY appraise 
Estates, Antiques. ail types 
466-0835 





*Coins *Stamps 
@ SHeiey sSgrap Sota 


3 oy 





9 _Mantin'com 
Farrpen Mesias: ! 
) a-3815 


ocelot Seo 





With Coupon 


Aluminum 33° 


Cans 
Alum. Sere 26: tb. 


servers $1.30 
42°-53: 
>13.00 
12210 
75'-81 
Auto Redictor 36" 
Stortors — *1-*2.00 


790 Bunkum 


271-5000 


Brees 


Copper 





Homes for Sale 2100 





“MODULAR HOMES AVAILABLE” 
Cali 


Neumann's Neu 
Route 140, Betnato, 
377-0919 
SELL IT EARLY 
SELL IT LATE 
SELL IT FAST! 
Our Classified Lines a: 
Mon-Thurs 7 
En 
Sat 








Bam tpm 
Cait now to place 
your Classified ad 


966-FAST 
or 
4-800-766-FAST 


Just say 
‘Charge it!" 
when you place 
your ad in the 
Suburban 
Journals. 

















tdwerdsville & 
Vicinity 2345 


FOR SALE By Owner, Great 
location near 1-270 & 1255 on 
* W939. Lou Juan Hills 
Carboni. All brick ranch. 
Ys'bedrooms. 2 baths. 2 cat 
jacked garage. walkout fir 
ned basement with Own 
entrance 8 oar 
mother inlaw 





IMMACULATE STARTER 
‘Retirement home New viny! 

|. 2-3 Decrooms. country 
kitchen, appliances, 2 baths, 
newly finished basement. 3% 











ts gerege, workshop with matory Gow acre. Ail tor 
furnace. Low 60s Gateway $7900. Call alter 5:00pm 
Properties Raren Mcconnent  Sas-an02 or B31 Sea). Shown 
baere by aopom nent Only 





NEAR DOWNTOWN. 3 bea. 


NICE HOME for 











rooms. 1% pains. dining Fdwardavilie. 1200 
room, tamily room, new AC. » basement 

aikout basement. } car igned room Double carport 
Garage. Dpautitul poo! anc geck and central air} vw 


"ary surrounaing aecks. 343 





OWNER SAYS let's make a 






Seat or tree} dactes. 2 Skrooma. iv pate tered 
Seat on thie } 4 acres. 21 Bearooms. iv bathe tenc 
Sf tana oa-Cnapel rill Pr yard. lage deck. Gien Car 





drive. off Chapel Deve in C 
Iinavilte. Owner financing 
Cons.dered «Gateway Proper 


on. No Reattors Reduced to 
$75.00, 288-5155. 





tes. Karen McConnet, 344 
janet TRY A 
Edwardsville : 
Vicinity 2345 CLASSIFIED AD 





FOR SALE 8Y OWNER Grenite City , 

Ranch Rouse in Hamat. 1122 

Tait atumiaum siding. 2bec & Vicinity 2ass 

room. } bath. country kiIchen EGR SALE. 2500 block lows. 

Gan bancy, targe uility aor. FON SALE. 2300 Block lows. 
Rrepiace and central mir B76 
6328 








PF cering fans, miny-duncs 
single garage ‘attached with 
Spener Cia gag neal 5 years 
ola Cait 6332408 


LAKE FRONT HOME. Beaut 
ww trom two-story hom 





2415 LOGAN. VACANT | ve 
Story stutco. central ar. tull 
Dasement ge. 3 bed: 














‘out basement 

deck Screened porch 
Large culdesac tot Mature 
ea. $150,000 By owner 288 
7523 





hardwood tloors. Pole barn on 
SS acre. 539.500. 451.0412 

WE HAVE brand new homes 
new. Also Duild. Your plan. 
Sur plan. on chovce lots. Start 
$56.500. trom 5%» down. Can 
trade. Jonn Sobo! Realty, 831 



















This 
sized 



























ec yard 













THINK POSITIVE 




















AS AMERICAN AS APPLE PIE — 
lovely 
fenced backyard. 
z baths. A home to feel 
warm ang welcome 


ONLY $25,000 


room, basement, garage and tenc 


ATTRACTIVE 3 BEDROOM HOME 


GRANITE CITY 


4700 NAMEGKI ROAD 


“Graceland Estates’”’ 


\ Prestige Neighborhood 


Choose one of our many floor plans 
—oOR— 


We’ll build to suit your needs! 









—_ =~ 21 


OWNER TRANSFERRED — Look 





1% story with over 


3 bed. 








3. bedrooms, 











nis 2 story. 3 bedroom home efficient. well maintained cottage. 
‘at dining room, beautiful Brick with fireplace in living room. 
Glass windows iniivingroom ‘Nice area 
G/A& anc furnace Family 


Newer 
room in Basement 
car garage. $41,500. List 


JUST LISTED — Neat.and Clean 3 
Bedroom Brick, sharp new kitchen, 
newer thermopane windows, 





sekiai | 


RSedher4 








SORE EAE SS EB EER 


Jeo) 232017018 


ed 


bai 
















lity Lots To Choose F 
Lot Prices Starting at $10,@ 
i 





+ V.A. and F.H.A. Approved” 
Builders ¢ 10-Year Warranty 


Look For Our: 









ROYCE REALTY, IN 
876-5050 


4 REAL CHARMER — compietsty 

















GREAT 


enced yard, 2 
recced TREES 











garage and a fireplace a oe ence purtax Town. mr cack, 2 Becrooms 
Z - ment, over 

VERY WELL MAINTAINED — 2 HOUSE in desirable location Garage and: workshed on 2 acres. ; 
Bedroom with basement and large = Newer construction, nice interiors, } 
100x150 | 

00x 150 tot large rooms, Each side has Own away Loam assuMe@TioN id 
WHY PAY RENT — 3 Bedroom garage. partial basement, fre GMEAT, LOA, AueimanTon Sa 
home ‘with living room. dining place and 2 bedrooms this nice 3 bedroom home. Carga! & 


fountry kitchen and nuge. tamtiy § 
room. Upstairs could be 2 extra, 


2 bedrooms. Good location. Pay § 













Avimodern country kitchen with carport and large 2 car detached ments approx. $500 4 month. wast § 
nice wood cabinets. Newer C/A garage and workshop. Extra large os 
and furnace Covered patio, above lot. Nice quiet street. Great floor BUILDING LOT in Duniap Lake— 
found pool with wood deck. plan $5,200 





vivacy lence, 20x24 det NEW LISTING — Iarge 2% story. 3 
we-in condition EDGE OF TOWN — Nice 3: Bos 
— BUY NOW — Bras, Neen Sone ort Bedroom nome with open Tomerex Foneed yard. attected | 
: staircase in entry foyer to 2nd (Ocmencn tonne a} 
GOOD INVESTMENT PROPERTY = floor Home has hadvextensive in 4 | 
NEW LISTING. Modern 7 room, 4 bedroom se? bedroom trame, good condi tenor work done — call for detalls’ BEAUTIFUL ALUMINUM SIDED 









brick ranch with 2 baths. Loads of new 
cabinets. in Mitchell on a very quiet'street 
Call on all of the details about the MOTHER. 
IN-LAW QUARTERS 

NEW LISTING IN Pontoon Beach 
Spacious 6 room 3 bedroom home with 1 car 
Garage has a ‘2 acre fenced back yard 

TWO RENTAL PROPERTIES FOR THE PRICE 
OF ONE... This brick 1¥2 story in front has 6 
rooms and four bedrooms a 2 room eticiency 
apartment sits on the rear. At $37,500 you 
should cal for details. 

IN THE 20°8 . . . This 4 room 2 bedroom bun- 
galow nas a fencec yard plus cisnwasner. 
Priced.to sellt!!!tttt! 


PROFESSIONAL BUILDING 


ZONED For C-1 Thru C-5 USE 
LOCATION: NAMEOKI RD. | GRANITE CITY 
CALL 931-7200 FOR DETAILS 


CONTRACTORS PERSONAL HOME. YOU 
KNOW IT'S BUILT GOOD 3. BEDROOM 
BRICK NO FRAME RANCH WITH VERY 
LARGE KITCHEN AND JUST MINUTES FROM 
ST. LOUIS COUNTY 
THE WHOLE FAMILY WILL ENJOY THE IN- 
GROUND SWIMMING POOL WITH THIS 5 
room 3 bedroom brick ranch, 1 car ATTACH. 
ED GARAGE. basement. and privacy fenced 
ack yard. 
MOM WILL LOVE THE EXTRA LARGE KIT- 
CHEN with extra cabinets and built-in 
microwave. Interior decorated witn taste 
New thermal windows throughout. Large 
family room can_be found in this 6 room, 3 
bedroom ranch. Priced in the mid $40's. 
WE'VE ROT SEEN ANOTHER IN TOWN that 
will mateh this 6 room, 3 bedroom brick 1% si 
story home with finished basement featuring 
2 woodburning fireplaces and absolutely tm: 
maculate. Brick garage nas glazed tile in 
rior. A real must to see. In the $50's. 




























you 


owely 





cabin 














































— SELL NOW 
><> THINK POSITIVE x 


FACH OFFICE (5 INDEPENOENTLY OWNEO AML OPE! 
4182 NAMEOK! ROAD 


931-7200 


Lar 












today 










tion. Gas range and refrigerato: to 
Full Basement 


BLE LOAN ASSUMPTION — 
3 bedroom brick ranch 
ment location. 


$21,000. 


conve 
ers. 


WELL BUILT BRICK DUPLEX 1 
good condition Very large rooms 
with good 

used as offices with 






erg 
Cver. # 





HOME. Hardwood tloor 
rooms. tinished basement 
sized 2 car detached garage 

workshop arma New C/A and~ 





joor told be 


9 quart 


plan 
Wi 














GRANITE CITY REALTY 


4700 NAMEOKI ROAD 


931-8700 





You CAN OWN THE 

could 
Stove, refrigerator and curt 
ONLY $18,500. 


NEW LISTINGITT 1 Diock from Wilson Pi 
7 bedroom ranch with full basement 
room, dining room combo. Kitchen f 

1a with built-in range too and oven. Nice carpeting. 
fenced yard 


RING IS JUST AROUND THE CORNER, 50 get that 
IDEA of having that_new home built going full speed 
CHOICE jots still av 

Suit or by your ptans. Be the envy of your friends when they 
visit you in, that new Nome come SPRING, SPRING TO IT 


room, klichen, 
mainiained in and out 





v_v_v_» CHECK THESE IDEAL HOMES OUT, - + 


A 


2530 EDWARDS 


rent. One bedroom, bath 


HOME for CHEAPER tnan 
ba: 


2635 MEADOW LANE = 
JUST REDUCED, 3 bedroom ranch. Kitchen with 
beautiful wood cabinets, celling fang all to stay. Full 
finished basement. .New carpeting. very NEAT “4 











GREAT STARTER HOME 





xe windaws, enclosed back porch has 2 room! 
Now IF A MOBILE HOME Is your choice, tnen-we've got one Hunn roome in basement Corge trons pene an 
SELL that you can't atford to pase up. Priced al only 14,500, onal rooms in basement 
Ideal ocation, waiting distance to anywhere Mas a large 


deck and storage shed. Call today 
NEW LISTINGIIII Brick home with separate renta! unit 

rooms. nicely decorated, fui 
LOT TO OFFER. Low $50's. Cai 
1 pearoom, living room. gining 
8 2 bedrooms, bath kitchen. Well 
POSSIBLE CASH FLOW. Call 








Now 


OFFICE HOURS: MON.-FRI.'8:30 A.M. to 7:30 P.M. 
OFEN SATURDAY AND SUNDAY TILL 4:00 P.M. 


% brings this 
Large living 
tures lots of nice Gg 


y tast We 






1% pelts! 


LOVELY HOME. Close to park. 4 Dedrooms, 
Large eat-in kitchen, Fenced rear yard with deck 


Cond 
AT STARTER HOME on quiet street. Fenced:mmme 
yard, 2 bedrooms, large carport — 








WHY PAY RENT, when you can nave a house for ch 
2 bedrooms, full path, full bi XCELLE 
ame tor the handyman. New wiring in b: 








id to 





MADISON AREA. 2 bedroom ranch. New siding. 








LOVELY TO LOOK AT, 50 make the appointment now 
bedroom 2 story home. Breakfast nook, family room, din’ 
Ing room. Fireplace. Home Buyers Warranty, ©. 


PRIME LOCATION . . . 3 bedrooms. 2 baths, kitche 
snack bar, tst floor amily room, plus family room in tl 
ed basement. Wood burning fireplace. 20x19 alt 
Qarage. A GREAT BUY 


ta 














SUSAN (KEELIN) TUDOR, neartor 
KAREN MCCONNELL. sxoxen 


KIM (BROMBOLICH) THEBEA 


JOYCE RUDIS, xrattor 


. REALTOR 


DEBBIE COTTON. xeatron 


DIANA (MORGAN) 


TIM KOSYDOR, reattor 


LUCY COLLIER, reactor 


fs 


dition. Approx. 1548 total eq. ft. Finish 


od. Newer 
Possible third BH in 
hilttes $60". 4103, 


paneling. paint 


*. Wallpapes 


15 STORY spacious cedar home on 


wooded 7+ acres wit 
teground poot, many qu: 


Line of oak cabinets, quarry 


|ENDERSON, neactor 


ROGER REEVES, xractox 
CINDY MARCIAK, arattror 
VELMA BUSKE, BROKER. GRicRS 


Don't Make A Move Without Us! 


WaT, 


OPEN HOUSE 
SUN 24 
26 N. CROWN 


THIS 4 BR ALUM. SIDED 2 story 


open floor plan. oversized rooms. must 


woe. 997 


home with St. Louts view lets you 


NEAT & SWEET 2 BH alum. sided 
home with new carpeting. fenced beck 
yard. All this on convenient comer lot 


bedroom home. Large eat-in 
kitchen with breakfast nook 
ang iots of cabinets. Beauti 
fully decorated and mostly 
maintenance tree inside and 
out. $42,500. GC79 
WELL MAINTAINED brick 
duplex near park. Each side 
. dining room, 
Gi basement, 
and carports. Perfect 
Eondition throughout. GC705 
GO AHEAD AND FALL IN 
LOVEr You'll do just that 
when you see this all brick 
custom built ranch home 
Cathedral ceilings give the 
Great Room effect. Masonry 
fireplace. JennAir range in 
modern kitchen. Oversized 
lot too! GC2S, 
NEED A BIG HOUSE for a big 
family? This 4 betiroom brick 
will fit your needs.- Priced in 
the $30's. GC756 
GUTSTANDING AND CLEAN 2 
becroom brick at 2012 Rich 
mond. Big BO ft. lot with chain 
link fencing. Carpeting. ceil: 
ing fans and garage door 
opener. GC9S1 
MARINE. IL. Gvor 
located’ near Hwy. 
Route 4. Build your vacation 
atreat here. $15,000. GC909 
ATTENTION FIRST TIME 
HOMEBUYERS your search is 


NEW LISTING: Built for tun, 
feiaxation and enjoyment 
This tive your old home on 
“the edge of town sits.an lake 
lot. ‘Faatures a -boat dock, 
fireplace. 2 car garage and 
large. kitchen. Av rare. firid 
Gceoe 
JUST LISTED: Affordable 
nome for ist. time nome: 
Buyers. Updated exterior. 
wooden deck on ‘rear of 
Rouse. inside features. very 
large kitchen, wood burning 
stove In living room. Both 
bedrooms nave calling fans 
Goss 
NEW TO THE MARKET: Cute 
Starter nome, 2 bedrooms, 
large’ yard. tuil basement 
Middie $30"s. GC169 
NEW LISTING: This 3 bedroom 
Rome has carport, screened 
patio ana more. Gall today 
Sees 
NEW LISTING: 2 bedroom cot. 
tage with 1 car detached 
Garage. full’ basement. ene 
closed patio with storm win- 
dows. Call today. GC8O 
NEW LISTING: 1575 eq. ff, 3 
Bedroom home on tot bx i190 
called country living inthe 
Sity at ite very best Large kit. Over this 900 sq. ft: two bed 
chon with all new cabinets, rooms, basement, one car 
Beautifully landscaped. Have “detached garage. Cal! today 
to see 10 delleve. GCOS C905 
LARGE HOME close 
Schools and busline. great 
Rome for the large tamir 
Four bedroom and two fami 
rooms. Priced right $72: 
Gc400 
DOLL HOUSE, spotiess! 
Clean. 3 bedroom home wit 
Sttached garage, fencedin Shape. BUS sq. tt. of ‘ving 
Back yard. tow monthly space for only $27,000. GCa 
payments. “Home Warranty TWO BEDROOMS UP and two 
fan <CBO6 bedrooms down. Rent for 
LARGE LOT IN MADISON on $515 up. Nower root, newer 
cy St. Utiities are siding. Good investment 
ae ee eee ed. WAITING FOR THE “RIGHT 
MOBILE HOME with two FAMILY. 2 story home. with 
Well decorated and Tower siding. “Cent 


Just a few years Soyo oar 


2 acres 
70 and 


to LOVELY THREE BEDROOM 

RANCH on corner lot, fenced 

yard, newer carpet, $39,900 
CB 25 


OLDER HOME priced to sell 
immediately. Tons of 
Cabinets in large eat-in kit: 
chen. Everything in tip top 


3226 NAMEOKI RD. 
452-3500 ¥ 


WHY THROW MONEY AWAY 
ON RENT? You can buy this 3 
family home for only $47,900 
By Wilson Park. GC758. 
ZONED C-5. Nice building 
perfect for small business 
Presently being used a 
beauty shop. No work noo 
ed. Set up and start making 
money. $49,500. GC710 
LOCATION LOCATION Loca- 
TION. Bulld your own com- 
mercial building on these 
high traffic lots. Large zoned 
C-1 building sites. Gi 


COMMERCIAL BUILDING ON” 


MADISON AVENUE. Big [ot 
350x120. 6638 sq. ft. Start 
Your Own Business. Moti 
vated seller says sell. GCS 
GREAT STARTER HOME. 5 
rooms, 2 bedrooms, full base- 
ment.’ fenced yard. Nice 
cabinets and’ pantry in. kit 
chen. GCE98 


COMMERCIAL PROPERTY, 
20x40,front showroom plus 2 
offices and shop area with 
overhead coors. % bath, ad 
ditional ground available 
$89,900. GC864 

RANCH STYLE. Three bed 
room.prick with partial base- 
ment. 1537 sq. ft 


Extra ground available. 
$79,900. GC661 
DWN YOUR OWN BRICK 
HOME. Three -bedrooms, 
garage, fenced yard patio 
doors io wood deck. Shows 
Priced low $50’ 


NEED SPACE TO EXPAND? 
Approx. 5,000 sq. ft: in 
downtown ‘area. Large kit- 
chen area, .pius restroom 
facilities. High traffic are. 

Parking lot. on 
$725,000. GC40 


PRICED IN THE TEENS. Super 
bargain, 4 room home for tho 
beginner. Newly sided with 
vinyl, this home nas a bi 
ment plus. garage. Yard 
fenced too. C3: 

THREE BEORODM aRicK 
RANCH. Close to schools and 
churches. Backs up to Part: 
ney Estates Only $54,000 
GC352 é 


property. _ 





WARRANTY 


OPEN HOUSES A 
SUNDAY, MARCH 7, 1993 - 2-4 P.M. 


2000 GARFIELD 

NICE 4 room ranch with 1 carr 
attached garage and car-. 
port, covered patio and fenc. 
ed ‘yard. Home freshly, 
painted and some newer, 
Carpet. Come by ang take ay 
look. Hostess: Bard Wyatt. 


Pe 


marrrrernrert 


LOT PARTNEY ESTATE: 
EXCLUSIVELY A “NG 
HOME” neighborhood, Mual 
see this gorgeous 3 bed 

2% bath home. 

bedroom on main: 
level. Huge great room with! 
high vaulted ceilings. Mant 
amenities. Hoste: Jan 
| Partney. ‘ 










4908 CARL ¥ 
QUIET SETTING for this larg 
home loaded with close 
apace. Newer kitchen hai 
built-in “microwave 

oven and refrigerator 
plumbing, wiring and. lop: 
ing. Larg: 

upstairs 


STOP IN to see this super 
home with room for ever 

‘one in the family’s interest.3 
bedrooms, 1% baths, fenc- 
ed yard’ for the kids 
workshop for dad and beau- 
titul living roomidining for 
mom to entertain in 


wana wee wee 


METAL INSULATED BUILDING, 
36x50 and 14 ft. overhe; 
door, On approx. 0.79 acr 
Good road access. Call t 






NEED LARGE ROOMS? Come 
see this one. Has lots 
closet space too. Beautiful 
knotty pine den for ralaxing. 
All Drang new tilt-in windows 
Great buy at_$38,900. GC281 
RESIDENTIAL LOTS.on Mary: 
ville Aid, Can build. to sult 
Call office for details 
GC1se5 


2440ADAMS: 

THIS 1¥2 story brick has 
bedrooms, dining raom. ki 
chen and basement and on 
$37,900, “Ho: to 
Lucas. 4 





TOT SOR Sate By Owner 
302300 iy eas: 


ae pg ante Myer 
Stgaa9 S008 Evenings Foard 36508. ate 


City & Grenite Cty 2S 


S| 


OPEN HOUSE 
SUNDAY, MARCH 7, 1993 


COLDWCLL 
BANKCR O 


\STAR, REALTORS® 876-0024 


OPEN HOUSE 


SUNDAY, MARCH 7th 
1:00 TO 3:00 P.M. 


1349 EDWARDSVILLE RD. 
ROVELY THREE BEDROOM HOME — Large cat 
trereitchen with 25' of cabinets, built-in range, 

, Oven dishwasher, enclosed back porch 

@ with workshop; fenced yard — 
HOSTESS: MARIE CREEK. 


REALTOR 


Ere MEY To All Your Real Estate 


and Insurance Needs 
2001 A ADAMS 
Call- 452-1125 


OPEN SUNDAY, MARCH 7 
1:00 to 4:00 P.M. 


ao 
= 





2309 PAUL 
Two BEDROOMS. dishwasher, fenced 
ar yard and 1% car detached 
-garage. 


to the community 


2 PARKVIEW, GRANITE CITY - ALL THE EX. 
“TRAS ARE HERE IN THIS EXECUTIVE HOME! 3 
tarne bedrooms, 3 full baths, skylights, central vac, 
glace . Make an appointment today to sel 


Bayhill Village. Glen Carbon $82,900 


GOLUNSVILLE - A GREAT PLACE TO START 38% 

h neutral carpet. main floor utilities & 2car 

poreee. x igi located + fear -70 & shopping. Fenced 
chyard. 


TROY, - LAKE LIVING AT ITS BEST! 1580 s4 
BK ranch, 


384-2785. Denise O 
Pene Hunter 056 Phil Po! 
Kim St 592-4096 


Mork Twain Ploza ll » Edwardsville » 692-6170 


Paust LISTED! 3 BED. 
ROOM RANCH 
‘SHOWROOM 


Attached gata 
KIDOWG — 
itt wy wait! 


JUST LISTED! NOW BUILDING BLLEVEL IN MIT. 

SHELL Extras and trees galore. Just $58,000. You See, 

You'll Buy! 

a PUUURFECT 3 ROOM AT 2122 IL- 
FOR 812,980. Absolutely the BEST! VACANT! 

Re TO Fino Serrentt 


‘ORVILLE, 2 BEDROOM RANCH, 1 baths 
basement. LOW $50's. Big fenced vaid! 
iar ieeneke VALUE. CALL OIRECT HERE 


168 BERN, 3 BEDROOM BLLEVEL NEAR MARY 
VILLE SCHOOL. $4081 
bedroom with 4th 


| Srbasemant ONLY $41,000. MOVE FIGHT IN. TERMS 

EDGEWOOD, BIG wens” enusien 

‘See's GOOD HOMES FOR ag oace nae ete a 
nd terme 

Biaierage THA OM PAST MOVE MT 


2328 I, LOW 907s Classy 2 Dectroom, cat 
ca Woncad yo LOW down, LOW payment! 


walk to! 
Low, tow $00°s price. Don't Be Sorry. Callt Direct 
t 


cluding 

garage... Eat-in. kit-| 
chen, A/C, as, 
Maintenance free, 
Quality 2x6 gonstr., 
Atfordabte $59,900. 
Grain Belt Reaity 

& Builders 


234-3273 


Manufactured 
Sate 2440 


1660 Sq. Ft. of 
uxury Living 
The Home 
Designed 
With You In Mind 


Woodland Trails 


Mobile Home Sales 


912 N. Bluff Rd- 
Collinsville, IL 
Your Source 
for Schult-Dutch 
Champion & Fleetwood 


SEE THE AFFORDABLE 
OREAM 
THE HOME al 
A'S TALKING ABOUT! 
Double Sectional Home 
‘Degman: 2] Lats Shinyled Host Yay! 
‘Sieng + Deivernd ant ted Yow = 
Base Price Custom 0: 


*20,995. 00 


40 Families Can't 8e Wrong- 
z) 
Setier ir. 
Midwest 
Now On Display At 


SCOTT- 
BANZAI 
HOMES 


Taking Orders Now To Beat 
The Rising interest 
Rates. Rental Lots Available 


Open This SATURDAY & 
SUNDAY 
Across From 
O'Fallon 
Wal-Mart 


LET US 
BUILD. YOUR 
NEW HOME 


*Your Lot 
Our Lot 
e Any Location 
FHA, VA Approved Builder 
+. Low Downpayment 
10 Year Builder Warranty 


618/338-0681 
314/625-1198 


Built Homes 
From $60.000's"" 


MITCHELL LAKE 
DEVELOPMENT 


Watch for our new 
models going up! 


Mitchell Lake 
270 & Old Alton Road Exit 


S64 FAIRMONT. 
fect conaition, céinedrai Cor 
ings. $65 per month utilities. 


rooms, 
Edwards 

5053, 

mowing Ove Sacrifice: 
28x65) 

cotune wnewrout Paid 


po Eves (wisyre? D306. 
PAY CASH FOR_ALL 

Moeice Homes. tom 

(314)236-5720. > 


S 


S) 


37 Ft. Park Model 
VERY NICE! 


$14,500 
79 PLAYMOR 


Excetient Condition 
NEW ROOF AIR 


Only *4 


4441 HIGHWAY 162 


4441 Highway 162 
Pontoon Beach 


797-6034 


Resort & Vacation 
Property for Sale 2455 
WEMBERSHIP AT All Sea. 
sons Camp Resort Lake Car: 
Myla, cheap. 217-220.3073 
Business for Sale 2500 


THRIVING CONVENIENCE 


EFFICIENCY IN Collinsville. 
a8 & water peid. $275. 344 
x 


FURNISHED SMALL efficien- 
cy. ullttes paid. off-street 
parking no pets 677-7402 oF 
52.9380. 


SELL IT EARLY 


or 
_ 1-800-766-FAST 

Rpertments/Flats 

Unfurnished 2620 


APARTMENT FOR Rent, one 

wo Dedrooms, some utils 

‘Street paring. $275 

imo) plus deposit. Call 451 
‘Sees 


ground floor, 
fran paid 


pet 
Imonth plus daposit. 345 


working 
Please $360 piu 
= 


SoLgNS VILLE 
WIN. remod 

Stowe. tation 

Gtihes Taundry foeiity. $275 
5262. 


LINSVILLE, upstairs. 


Mobile Homes, Pods, and 
Apartments. Mobile Homes 
$232, Apartments $232, and 
Pads $116. water-sowerteasn 
included. Gall 786-3422 or 786 
3571 or 377-2080. 


Inquire at 


‘BEDROOM 
ty foom with washoricrye 
. refrigerator. range, 
Joase. $325 plus utile 
Cait 797 


“= ne Jenonth. 
MODERN EFFICIENCY 
876 


downtown, stove, refrigerator, 

Si 'uunties ped: 951-2330 

MONTCLAIRE 

MENTS. 1610-12 Apgust Ave. 

Me. one Dearoam, S275 

month. Geposit. releranc 
762650 


3 Bearoome. Tully 
carpeted. stave/retei 
included. depos! “rete: 
ences required. 931-1032 
ONE BEDROOM apartment, 
living room. kitchen and bath. 

tra} air, very clean. low 
Ulities, Pontoon Area. Cold: 
well Banker Star 
876-0812 or 877-6233. 
ONE BEDROOM spariment 
797-0793. 


Hors 


APART. 


Iie Apa! 1st (618) 
876-7078 oF (314) 256-0787 

2BEDROOM 2 CAR GARAGE 
$450. Hartmann Realtors 344 


;  CONVE 
MIENT location. charming 3 
room house. No pets. Reter 

deposit $280 345 


ONE BEDROOM. 3 rooms. © 


small, $260 monthty, wtilities 
77-3057, 


ROOM, UPSTAIRS apar 
nt near downtown Colin 
le. Stove. refrigerator fu 

ished Tnetuding 

% 


inptoc 
Homes Yor Rodt 


FREDROOM NEAR 
20 monin. (B16)521-46 


& 2 BEDROOMS. Fo 





THREE LARGE Rooms. range 
& refrigerator. healing-cook 


© carpet, no 
pets. 877-4580. 





Apartments 
451-2793 


THREE ROOMS, carpetes 
full bath, no ets, Call 451 
6557 

DROOM apartment 
$225 month. 797-0161 

TWO BEDROOM aj 


Toteronces, no pets. 876 2459 





City. tk_82000___ 
OFFICESTORE PRON 
Street parking. some ut 
mo. plus deposit, 
451.5665¢m0. 


SELL IT EARLY 


your Classified ad. 
966-FAST 


or 
1-B00-766-FAST 


Bn dryer nookup’ 


451-1314 
Section Eight Approved 


COURT 
Modern two bedroom 
apartment, bath and 
Vz, Private basement, 
washer and dryer 
hook-up. 


CALL 
876-5929 





Granite: City 2 


Vicinity 2355 


RESIDENTIAL * COMMERCIAL = REFERRALS » PROPERTY MANAGEMENT 


ABRAMS 
Realty 1 


3010 Nameoki Rd., Granite City, IL 62040 


BUSINESS: (618) 877-1900 
PROFESSIONAL REAL ESTATE SERVICES SINCE 1965 


SRE 


SERVICE ACROSS AMERICA 


MEW LISTING 


TWO BEOROOM garden and 
townhome apartments now 
or 


2328 WASHINGTON AVE 
NUE. one Dedioom, $240 per 


monih plus deposit. 451-7410. 


Alter 6pm, 797-1985. 


KATHY DRIVE APT. 


st In area — 2100 sq. 
iS. utility 
10. 
fale 
Sad trash included. 


$335 a Month 
NO PETS 
877-1744 


edroom, 
apartment, 
dishwasher, 

refrigerator, disposal, 
carpeting throughout. 
Laundry facilities and * 
storage area. 


Mobile Home Sites /Lots 
for Rent 2672 


FREE BREAKDOWN. MOVER 
SET-UP. $99/month pad rent 


large tots. 


Sleeping Rooms 


COMFORTABLE 
capie, | house. 
kitenen. gicom, Cal 
2108 or 451.2138. 


14th & lowa, Madison, IL 
CAPACITY 125 
TO 150 PEOPLE 
Call 452-1830 
or 876-5008 


TRYA 


CLASSIFIED AD 


(egete es 


NOTICE OF HEARING 
TO: Teachers of Community 
Unit School District #3. 
Venice, lilinois 

AND:  Equcationat 
Personne! 


Sdppon 
Employees of 
Unit School 


that a 
‘Statutes, 


24-12, concerning the Honor. 
able Dismissal of Teachers 
and Honorable Dismissal of 


m, Aad 

strative Offices of the Venice 

Schoc! System. 700 Broad 
way, Venice, lll 

JANET WILEY 

‘Secreiary 

Board of Education 





INCI. OF THE CITY OF 


sree reserved and restricted Yor 
Acai One eter Shell wotaeed toraby fe epee 
ihe East side of lows Street Beginning at ine 

the son of iowa and Bilt Streets tor a distance 


your ad in the 
Suburban 
Journals. 


eet 
fone, any motor wehicie or any part thereof which 1s not pro- graciously accépted. 
Decly marked “handicapped” pursuant to tingle andior City 

St idadison laws andior regulations. 

SECTION 3: The Superintendent of Streets is hereby 
authorized and instructed to post “Mansicapped” parking 
sions on lows Street in the appropriate places and numbers 

swith the provisions of this ordinance. 


yminate and revert to regular parking. 

SECTION 6: Any orainances oF provisions thereof in conflict 
herewith are repeal 

‘SECTION 7: This Ordinance shall be in full force and effect 
after its passage, approval, and publication a provided by 

PASSED by tne City Council of the City of Madison, l1sinois, 
thle 2nd day of March, AD. 1083. 

APPROVED © ‘Mayor of the City of Madison, fitinois, 
this Bnd day of Maren AO, 1003. 

JOHN N. BELLCOFF, Mayor 

ATTesT. 


WILLIAM W. WEIONER, City Clerk 





CITY OF MADISON, ILLINOIS 
NG. 4246 
M ORDINANCE ORDINANCE NO_ 1153, 
AM ORDINANCE PROVIDING FOR ANIMAL CONTROL 
FOR THE CITY OF MADISON, ILLINCIS 
WHEREAS, Ordinance No. Of the City of Madison, tI. 
within igo City, 
INED BY THE CITY COUN 
CIL OF THE CITY OF MADISON, ILLINOIS, as follows: 
Section t: That sub-section (b) of “Section 2. Definitions” ct 
Article DX. WII of Vicious Animals" of Ordinance No. 1153 
ne 


Of attacks a human being oF other animat 
Public or onvate property: 

) Any individual animal with a known propensity. 

2 without provoca: 


‘No animal shall be deemed 
tacks or menaces a trespasser on the property oi i 
owner of harms or menaces anyone who has 
09 for law enforcement of guarc duties. Oogs shail 

ed vicious in manner that Is specitic to 


«Section 2 Definitions" of 


Unteasned, or unattended dy Its 
of its owner's family, in @ vicious of an apparent at 
titude-of attack upon streets sidewalks, or any public 


Conjunction with otner 
by the owner or keeper 


easures which may be taken 


Found to be vicious animal” shal mean (i) that 
the Health Officer or a law enforcement officer has 
conducted an investigation and made & finding in 
the animal is a vicious animal as defined 
wub-paragraph (b) above and, based on Anat tin. 

the Healin Officer has declared in writing that 


sistent Rerewith are to the extent of their Inconsistencies 
hereby repeated. 
fon IV: To the extent applicable, the above-described 
deemed to be ame 
proviaiona. 
modiived or amended by this Ordinance are to re- 
id ettect 
Ordinance shall take effect and be in fulj 
=t after Ite passage, approval and publication 


re City Council of the City of Madison, Iitinots, 
this 2nd Gay of Mare 
‘oy the Mayor on ‘the City of Madison, titinols, 


tis Bnd Gay of March, AD. 
JOHN BELLCOFF, Mayor 
ATTEST. 
WILLIAM W. WEIDNER, City Clerk 
No. 69 


1nsa 139 SV euBsyD 


a 





PUBLIC NOTICE 
ADVERTISEMENT FOR BIDS 

‘Separate sealed proposals 
will be received by Belleville 


Prevaliing ‘time, 923708. 
the Purchasing Olfice, 2500 
Road. Batiovilie, Ic 


publicly Opened and read at 
that time. Specitications are 
available in the Purchasing 

Sttice 
The College reserves the 
right to reject any oF all pro- 
jaive any. ir 


BARGAIN 


HUNTING? 
Try the 


Classifieds! 


EXTRA NICE 3 YEARS YOUNG BRICK RANCH in Mitchell area has 3 
bedrooms, 2 baths, full basement, formal dining room, Anderson 
thermal windows, fireplace, 2 car attached garage, bay window plus 
many more extras! 105,000 


NEAT & SWEET 
IDEAL HOME TO BEGIN IN! 2 bedroom with full basement, Anderson 
windows, fenced yard and a nice porch to relax on. Reduced to 
$31,000. 


ENERGY WISE 
THERMAL WINDOWS AND SOLAR PANELS make this 3 bedroom, 1% 
bath ranch home a twice smart buy! $49,900. 


CLOSE TO CITY 
DARLING 2 BEDROOM BUNGALOW with eat-in kitchen, central air 
and fenced yard. Come take a look at 540 Chouteau today! 


VERY AFFORDABLE 
1% STORY HOME FEATURES 3 BEDROOM, 2 baths and large family 
room with fireplace to make it ideal for a large family on a small 
budget. Convenient access to St. Louis Priced at $37,000. 


LONG & LOW ‘ 
OVER 2,000 SQ. FT. OF LIVING SPACE in this 4 bedroom, 3 bath brick 
ranch. Separate ground floor living quarters for added convenience. 
Full basement with Sth bedroom and family room. Make your ap- 
pointment to see 3343 Palm today. 


INVESTORS TAKE NOTE!!! 


1533 26th Street 
329-331 Baucum 
2434 E. 25th Street 
1632 2nd Street’ 
1733 Wainut 

1641 Sth Street 
2904 Dale Avenue 
1637 5th Street _ 
2309 Wilson Avenue 
2645 E. 23rd Street 


ITS A GREAT TIME TO BUY A HOME 
CALL ABRAMS REALTY 1 FOR YOUR R PERSONAL REAL ESTATE NEEDS 
[oleo)d Siem >) = & 4) 
SEE TODAY! 


3 UNITS 

4 UNITS, 3 HOUSES 
SINGLE FAMILY 
SINGLE FAMILY 

2 HOUSES 

SINGLE FAMILY 
SINGLE FAMILY 
SINGLE FAMILY 
SINGLE FAMILY 
SINGLE FAMILY 


$39,900 
15,000 
15,500 


2620 Unfurnished 


aN 4 =) 8) SP 
931-0107 


1 Bedroom 

2 Bedroom 

2 Bedroom 
Townhome 


Pontoon Beach / Granite City 


To-buy or sell 
— Antiques, 
Household 
goods, 
Cameras, 
Clothing, 

- Tools, Pets, 
TVs, Stereos 
and More! 





MOST MODERN 


1 & 2 BEDROOM APARTMENTS and 
2 BEDROOM, 1/2 BATH TOWNHOUSE 


VILLAGE_LANE APARTMENTS 


Entrance 2600 Pontoon Rd. Phone 931-5356 
Manager 3929 Village Lane, Apt. C 


tionis.-Read It PONTOON PLAZA 
APARTMENTS 


-Use It! 
Living Room with Dining Aree Caen 
— oo antral nattioning Sk 
877-7700 Carpeting scararnic Tite ath 
ea iang Call 931-1530 
APARTMENT MANAGER IN APT, #69 
BOTH APARTMENT COMPLEXES HAVE POOLS! 


Chout (@livelticersit| 
Bay Trace 


“AI new energy efficient 2 bedroom apartments including: mini-blinds, 
dishwasher, gas range, microwave, refrigerator, central heat and air, 
cotpeting hou, cable-hook-up in all rooms, plenty of parking, many units 
with washer/dryer hookups and coin-operated laundry facilites on site. 
Our Best Feature is Our Very Low Energy Bills. 
APTS. RANGE FROM $415-$445 A 
MANAGER'S 


MONT! 
$315933 « S OFFICE © = eee CU” “10770 & HWY. 11): 


It's all For 
Sale in our 
Merchandise 
Classifica- 


sau 


JOHN NEEDS 
CHEMOTHERAPY. 


JOHN NEEDS 
RADIATION 
TREATMENTS. 


BUT MOST OF 
ALL, JOHN NEEDS 
A RIDE. 


Through the American 
Cancer Society's Road to 
Recovery program, you 
can volunteer to drive a 
cancer patient to and 
from treatment... 

If you would like 
to become a 
driver, call your 
American 
Cancer Society at 
1-800-ACS-2345: 

Call today. And help 


-us drive cancer from the 


face of the earth. 





Douglas’ career choices 
bring unexpected success 


By Harry Hamm 
Correspondent 

“Michael Douglas’ film career 
has a@ singular accomplish- 
trrent--marked by 
x “office success. 
“Douglas has become one of the 
highest-paid actors in Hollywood, 
with @ price tag of between $5 

illion and $12 million per film 

= However, Douglas says he 
marvels at his success in films 
like “Fatal Attraction,’ “Black 
Rain”~and “Basic Instinct.” In 
those films, he says, he played 
characters who are not only bad, 
put whose lives. and stories don’t 

ve easy answers. 
This trend is evident in Doug 
aas* ew ‘release for Warner 
prothers, “Falling Down 
igias plays a combatively 

‘defensive man whose life has 
Watlen apart after he is laid off 
from a comfortable middle-class 
job in southern California's 
defense industry 

* ‘I don’t think any story is 
bi&ck and white,"’ Douglas said 
‘The truth of the matter is that 
\there are a lot of aspects of my 
‘character in ‘Falling Down’ that 
the audience will understand, 
particularly his indignation and 
frustrations 


monumental 


“I sort of like doing pictures 
that have a moral ambiguity 
‘That's part of what I think life is 
about..I tend to be attracted to 
‘characters that have a moral 
‘struggle. I’m surprised I get 
‘away with it with audiences 
since the endings are not clean- 
cut. ; 

“When audiences seemed to 
forgive my character in Fatal 


V.F.W. POST 1300 
Fish F3 
/ 


EVERY FRIDAY 
11 A.M. -7 P.M. 
2044 Washington Ave. 


We Deliver svea 


Attraction,’ after he became an 
adulterer, I couldn't believe it.” 

“Falling Down” was originally 
siated to be a made-for-televi- 
sion film produced by HBO. 
Douglas said after he read the 
script, he encouraged his friend 
Joel Schumacher, a producer 
whose credits include ‘‘Flatli- 
ners” and “St. Elmo’s Fire,“ to 
bring the story to the big screen. 

“fT think there’s a lot of anger 
running around right now,” 
Douglas says. “The truth is that 
the Cold War really gave our 
society an outlet for anger 
because it gave us all a common 
enemy we could point our finger 
ate 4 

“Right now, we’re ending up 
attacking ourselves,.our families 
and our neighborhoods because 
as a society, we’re not certajn 
who to be angry at.”’ 

“Falling Down’ is a first-time 
screenplay for Ebbe Roe Smith, 
who has plied his skills as an 
actor since 1975. It. was inspired 
by a newspaper account of a 
truck driver who -became so 
enraged that he started to ram 
the cars in front of him on a 
freeway. 

"Throughout my career I've 
been lucky to be associated with 
a number of projects that pro- 
voked thought, conversation and 
strong emotion,’’ says Douglas, 
48 

“I see ‘Falling Down’ to be 
about our society’s loss of the 
middle class. I had the opportu- 
nity to play a guy who sort of 
believed in working hard and 
getting results, but his world 
changed and he couldn't make 
sense of it anymore. 

“Observing what's going on in 
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INHERIT THE WIND 


March 11, 12, 13, 14, 18, 19, 20 & 21 
Auditions February 6th (February 7th Optional) 
PERFORMANCES AT 7:30PM 


ALL DAYS EXCEPT SUNDAY (2:00PM) 


. Opening night is half price for 
tt students & Senior Citizens! 
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Sox tone TIeKETS 537-4962 


301 West St. Louis Street e Lebanon, IL 


Madison V.F.W. Post 7451 & Auxilary 
ALL YOU CAN EAT 


PANCAKE & SAUSAGE BRUNCH 
SUNDAY, MARCH 7, 1993- 


7:00 A.M. - 1:00 P.M. 


Children {24 Under 


$2.50 Adults 


$3.50 


MADISON RECREATION CENTER 


eventh & Lee, Madison, Ill. 


Granite City Chapter OES #650 


ANNUAL CHICKEN DINNER 


SUNDA’ 


ADULTS: $5.00 


“ai Pt 

Ages 

CHILDREN “2:2 
Under 4 F 


7. 
P.M. 


$3.75 


CARRYOUTS AVAILABLE 
20TH & CLEVELAND, GRANITE CITY 


Country & Western 


LINE DANCING 


Registration: March 417, 7:00 P.M 
Class Begins: March 17, 7:30 P.M 
For Four Weeks 


$45.00 26 Parson 
K of C- Granite City 


- Call 
Joyce: 746-4266 * Irma: 931-5408 


Petite F 9 


344-1708 
"SHOWS BEFORE GPM only $3.00 
Tuesday is Borgein Day 
All Seats $3.00 All Shows 
a» on attrections we hove no control on 


Ho WhereToRun (fF) 


Gargain Tuesday, All Seats $3.00 
thy 7:15,9:30 2 Sat. & Sun. Mats. 1:45, 4:00 


Weart = (PG13) 
Bargain Tuesday, All Sests $3.00 
ignitly 7:15,930 Sat. & Sun, Mats. 415 


* Bargain Tuesday, Al! Seats $3.00 
Sat. & Syn. Mats. 1-30, 4:15 





Michael Douglas as D-Fens, a man driven over the edge, 
pleads with his ex-wife Beth (Barbara Hershey) to let him visit 
their daughter, in “Falling Down. 


this country,-I see people contin- 
ually struggling with the same 
issues. They're -trying to find a 
new path that’s not extreme, but 


that lets them survive and pros 
per. I think those people will 
find something in ‘Falling Down 
to take home and consider.’ 


HOLY FAMILY CATHOLIC CHURCH 


2600 Washington Ave. ¢ Granite City 


FISH FRY 


FRIDAY, MARCH 12 
4:00 fo 7:00 PM. 


HAND DIPPED ICELANDIC COD FISH 


@Cole Slaw ¢French Fries or Spaghettt 
*Coffee *Tea 


DESSERT, SODA & BEER AVAILABLE 


DINNERS 
SANDWVICHES 





2 FOD 1 PASTA 


MONDAY THRU THURSDAY ONLY. DINE-IN ONLY. 
Receive one pasta free,when you purchase one of 
equal or lesser value. Excludes seafood & tortellini 


FRIDAY THRU SUNDAY, 4:30-6PM > 
@BEEF $10.95 *VEAL $10.95 CHICKEN $8.95 


All served with Mungo’s salad, cavatelli with meat sauce 
or oil butter garlic sauce, beverage & ice cream. 
ePASTA with Mungo’s salad $8.95 

This special also.includes beverage & ice cream 

DINE-IN ONLY. All guests must be present by 6 PM. 


DAY & MONDAY 4:30.0PM 
JOPM. FRIDAY & SATURDAY 4:30 


- N SPECIALS 
NOW THRU EASTER 


TUESDAY-T 


RESTAURANT, 
2400 Country Rd. Bellevill 


for gourmet carry-outs, call 


235-7545 


ADULTS & 
SENIOR 
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Children Under 3 Eat FREE! 


99° 10 & UNDER 





| “(CHILDS MEAL PRICE WITH ADULT MEAL ONLY) 


Featuring Great 
Home Cooked Food 
At An Unbelievable Price! 


amily Bufiet 


1511 Johnson Rd., Granite City, IL. 


11 a.m. -S p.m. 


- (Behind Corral Liquor). « 


Open 7 Days 
A Week 


” (LOCATED NEXT DOOR TO THE ULTIMATESPORTS BAR}. - 


Many relate to ‘Falling Down® 


ot 
B larry Hamm When freeway congestjon} 
vst thie brings: D-Fens to a total stop-in} 
ridiocked traffic, he gets out : 
is car, yells at a complaining +. 
motorist and heads for the near- 
est convenience store. . 
He wants to get change to call + 
his ex-wife, played by Barbara . 
Hershey. When the owner insists + 
he purchase something fifSt, 5 
D-Fens ai and smashes the } 
place up with a baseball bat. =» » 
Many who go to see the fi @ 
(especially those who have e 
rienced unemployment) will} 
cheer Douglas’ penetrating per- 
formance as everyman’s pers@n- | 
al vigilante. > 
However, as the film winds-to » 
its sad resolution, D-Fens’ indi- 
vidual tragedy begins to expose > 
it true, ugly depths. It’s a reve» 
lation that will hit close to home” 
for many 
Rated R: 112 minutes. 


The new film “Falling Down” 
presents a particularly chilling, 
true-to-life account of how devas- 
tating today’s layoffs, plant clos- 
ings and corporate down-sizing 
can be for one man. 

It is a high-test fable of a 
modern man caught in the vise 
of .unemployment and the disin- 
tegration of his personal life. 
And it is a graphic tale of rage 
in search of a reparation it can- 
not achi¢ve. 

Michael Douglas appears in 
“Falling Down” as an ex-de- 
fense industry employee known 
only as ‘D-Fens,"* after what is 
spelled out on his personal 
license plate. The place is Los 
Angeles. The time is the sum- 
mer of 1991 on the hottest day of 
the year 
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Flying F i THE LITTLE MISS SPRINGTIME ~ 

Dude Ranch (\ BEAUTY PAGEANT AND 
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6:00 P.M. 
$4000 COLOR RAFFLE 


Walton’s Banquet "! Book Good For Al Gomes 
Center eHorserace Games 
Bree aren is, eAllGames $400-$500. 
Belleville, Ilinois — eHot Plates 
*New Pull Tabs 
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*Pull Tab Rate. 
NEW COUNTRY BAR! 


THE NEW WEST 


DANCE SALOON 


2007 WEST HIGHWAY 50 
O’FALLONI/FAIRVIEW 624-5527 


THE AREA’S HOTTEST NEW COUNTRY: 


FEATURING °©* -> 
Great Country Bands & Country D.Ji::* 


& HUGE DANCE FLOOR a 

FREE DANCE _LESSONS |: 
NIGHTLY AT7 P.M. — > 

Big Screen T.V. wiCountry Music Videos: 


DIXIE EXPRESS 


EVERY SUN. 8 PM * DRINK SPECIALS 
FREE DANCE LESON AT7 PM 


Fri. March 42th - Side Kix. 
(KIX 104 HOUSE BAND) ~ » 
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Family Restaurant 


“‘Good Home Cookin’’ <=: 


¢New MENu* | 


(Feb. 7th - Feb. 20th) 


All You Can Eat Chicken 
Polish Sausage & Kraut 
Ham & Scalloped Potatoes 
~All You Can Eat Spaghetti 
Chicken & Noodles 
All You Can Eat Alaskan White Fish 
Philly Steak Sandwich Lunch)’. . 
10 Oz. T-Bone (after 5 p.m.) 
Baked Ham 
Meatloaf. 
Salisbury Steak . . 
All You Can Eat Spaghetti 
- Beef Tips & Noodles . 
All You Can Eat Alaskan White Fish 
; BBQ Rib Sandwich quunch) .° 
10 Oz. T-Bone (after 5 p.m.) 


OPEN 6 A.M. -9 P.M. DAIL : 
CARRY OUT AVAILABLE PHONE 931-5210 5 


Now Owned And Cperated By 


Restaurants Unlimited, Ir 


Highway 111 
and 1-270 





